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Pioneers of Electrical Communication 
Oliver Heaviside —VIII 


By ROLLO APPLEYARD 


European Engineering Department, International Standard Electric Corporation 


LIVER HEAVISIDE, whose name a 

generation ago was synonymous with 

all that in the theory of telegraphy and 
telephony is most abstruse, is to-day acknowl- 
edged one of the most brilliant of the English 
pioneers of electrical communication. His dis- 
coveries and teachings provided the impetus 
that was needed to lift practice from the rut of 
contentedness with moderate achievement, and 
to render possible the establishment of a speech 
and signaling network to embrace the world. 
During a half-century of intense activity he 
wrote much. He survived to see his contribu- 
tions collected, reprinted, and republished in 
volumes easily accessible. Those books will, for 
all time, relieve biographers from the task of 
recounting in detail the scientific and technical 
battles he fought and won. There is conse- 
quently freedom to dwell upon the story of his 
life, to indicate his relationship with his con- 
temporaries, to glance at his correspondence, to 
penetrate into his character, to find if possible 
in what manner he acquired knowledge of mathe- 
matics and physics, and to account in some 
measure for his eccentricities. 

His collected Electrical Papers, in two volumes, 
and his Electromagnetic Theory, in three volumes, 
form the chief portion of his contributions to 
mathematical physics in the particular territory 
where he ruled supreme. What is available in 
addition now includes certain of his manuscripts, 
mathematical notes and printed books, and a 
precious selection of his letters, recently acquired 
by the Library of the Institution of Electrical 
Engineers. Some of the notes were entered by 
him with scrupulous care in a series of manu- 
script books that must have occupied several 
years in preparation. Beyond the fact that the 
manuscript books bear marks that indicate that 
they were purchased in London, there is little 
to indicate where this mathematical work was 
done. At or near the time of his death, about 
fifty of his printed books by various authors, 
other than the books acquired by the Institution 





of Electrical Engineers, were sold and scattered. 

Oliver’s great-grandfather was George Heavi- 
side, a northern English farmer, who married 
Elizabeth Winlow, of Dunston near Newcastle- 
on-Tyne. They had four sons, of whom Thomas, 
the fourth, was born on July 4, 1785,.and died 
on April 1, 1859, aged 74 years. He was a 
builder and contractor at Stockton-on-Tees. He 
married Hannah Smith on January 22, 1809, 
who was born on December 26, 1787, and who 
died on January 27, 1852, aged 65. They had 
13 children. Thomas, the father of Oliver, was 
the fourth. This Thomas Heaviside—who was 
born on October 6, 1813, and who died on No- 
vember 16, 1896, aged 83—was a wood-engraver, 
draughtsman and painter in water colour. He 
married, on April 2, 1842, Rachael Elizabeth 
West, born December 17, 1818, died October 31, 
1894, aged 76. She was the third child of John 
Hook West, of Taunton, Somerset, and of 
Hannah Bowditch, of that town. They also had 
four sons: Herbert Thomas (born December 31, 
1842), Arthur West (born June 30, 1844), Charles 
(born November 13, 1846), and Oliver (born 
May 18, 1850). Oliver never married. Charles 
married; and the sister of his wife was Miss Way, 
of Homefield, Lower Warberry Road, Torquay, 
a good soul who for some years extended kindness 
to Oliver. Homefield was structurally altered 
in 1927-1928 and its name was then changed to 
Highwold. The Way family was related to the 
family of Bidder, the ‘‘calculating boy.’’ An 
uncle of Oliver was Sir Charles Wheatstone 
(born 1802, died in Paris, October 19, 1875), who 
married on February 12, 1847, Emma West, the 
sister of Oliver’s mother. 

The facilities offered to printers by processes 
of photographic reproduction wrought havoc 
amongst wood-engravers, and it has been sug- 
gested that Thomas Heaviside, the father of 
Oliver, migrated to London to seek more re- 
munerative means of livelihood. 

To obtain particulars of the birthplace of 
Oliver, it has been necessary to search at the 
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General Register Office, Somerset House, Lon- 
don, and also to examine the archives at the 
Town Hall, Saint Pancras, London. The result 
is to discover that he was born at 55 King Street, 
Camden Town (Figure 1), and to confirm the 
date, May 18, 1850. The investigation has re- 
vealed that his father and mother became 
tenants there a few months after September, 
1848, probably in 1849. They left this house 
at some time between 1862 and 1871. The 
rateable value of the house in 1850 was £35 a 
year. There is no doubt about the identity, for 
since the date of Oliver’s birth, the numbering 
of the houses in that part of King Street has 
remained unaltered. That the work of Thomas 
was of a high order can be inferred from Figure 
2, which is reproduced from an engraving by him 
of a drawing by Godwin. The inscription 
written by Oliver in the margin of the proof 
of this engraving throws light upon conditions at 
the time. 

“This was done in less than a fortnight (12 days, 
I think) under great pressure from Mr. Godwin when 
father... ; very ill. £20, 1870. Franco- 
German war. (He asked £22.) Partly stress. 
Partly usual practice. Copy in bound volume also. 
Mr. Godwin had sole permission from Her Majesty 
to give a picture. Owing to these circumstances, 
was very proud of it, but it would have been better 
to have had time to finish it finer. O.H. But note 
in his book says fell ill October 15, whereas block is 
dated June 28... . There are four blocks down 
from October 8 to November 29 and Edwin was on 
all except first one.” 


was 


‘The Edwin referred to was Edwin Heaviside, 
a wood-engraver, another brother of Thomas. 
In 1866, Edwin lived at 27 Fetter Lane, London. 

An artist and engraver still more distinguished 
than Thomas or Edwin was their brother, John 
Smith Heaviside (sometimes Heavyside), whose 
name appears in Bryan’s Dictionary and in 
Bénézit’s Dictionaire, as a wood-engraver, in 
London and Oxford. He was born at Stockton- 
on-Tees on December 2, 1811, and he died at 
Kentish Town on October 3, 1864. A small 
portfolio, undated, now in the Library of the 
Institution of Electrical Engineers, has pencilled 
within it “‘J.S. Heaviside, 6, Belle Vue Cottages, 
Camden Street, Camden Town.” His engrav- 
ings enrich the writings on architecture of John 
Henry Parker. An example of his work is 
reproduced in Figure 3. The conclusion is in- 


biceps 13, below elbow 11, wrist 64, 
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evitable that it was amidst the struggles and 
victories of art rather than those of science that 
the boyhood of Oliver was passed. There exist 
two of his sketches (Figures 4 and 5) that suggest 
that he had some early training and considerable 
skill in drawing. He has himself written under 
the first: ‘‘The Cart Horse. By Oliver Heavi- 
side. Aged 11,’’ and under the second: ‘2nd 
work by O. H. (No others preserved.) ” 

Positive evidence concerning Oliver’s educa- 
tion is entirely lacking; there is a legend that he 
was at an early stage taught by his mother. 
In 1876 his father became the tenant of 3 Saint 
Augustine’s Road, Camden Town, London, 
Figure 6. This house fortunately remains, and 
it has not been renumbered since 1866. It was 
owned by the Midland Railway Company. To 
make provision for widening, the neighbouring 
house was, some years ago, demolished. The 
rateable value of No. 3 in April, 1889, was 
£45 a year. 

It is certain that from 1876 Oliver subjected 
himself to strenuous training. His habit was 
to retire to his room at about 10 o'clock at night 
and to work there until the early hours of the 
morning. He closed his door and windows, 
lighted his oil lamp, and allowed the air to 
become hot and stifling. He worked also during 
the day, in seclusion. In order that he might 
not be disturbed, his food was placed outside his 
door, and there it remained until he was dis- 
posed to take it. Thus he transgressed most of 
the rules that modern conventions prescribe for 
health. On the other hand, he enjoyed walking, 
and occasionally he had more vigorous exercise, 
for he was a good gymnast. 

Amongst his loose papers is a list of gymnastic 
exercises, and there is also a list, prepared by 
himself, of measurements that related to him. 
The figures are here recorded. They are ob- 
viously to be interpreted as inches. The height 
is in agreement with what is remembered of him 
by a survivor of the family: 


Height 643, leg 33, hips 343, waist 28, 
chest 35 to 37 (latter under scapula), shoulder width 
17, girth chest and arms 44, neck (smallest) 13, 


‘*(1878.) 


hand 7, girth 
palm 8, foot 10, ankle (above) 72, calf 15}, knee 123, 
thigh (groin) 213, mid thigh 193, round both knees 
214, mid thighs 313, width hips 13, girth head (brows) 
22, height of shoulder 54.”’ 
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Briefly, he was a short, red-headed Englishman 
of autocratic disposition, and of superb powers of 
mental penetration and intuition, to which was 
added relentless scorn of masqueraders—some 
of whom he named the “‘scienticulists.”’ 

To account for his 
departures from con- 
vention, it is necessary 
to remember that he 
suffered from deafness. 
At rare moments his 
hearing was_ perfect, 
and he would then be 
the first amongst his 
youthful companions 
to detect the sound of 
a distant voice, or of 
the warbling of a sky- 
lark on the’ wing. 
Years afterwards, one 
of his manuscripts 
refers to similar tem- 
porary. restoration, 
where he writes: 
“Episode in the struggle for life. Got rid 
of deafness partly. Everything in this 
life that you want, comes too late.” Also, 
he had little if any sense of smell. These 
defects had their mental counterparts in his 
became self-centered and 


qualities, for he 
possessed of suspicions that too often settled into 


more or less fixed prejudices. Happily, though 
his wit was acid and his satire occasionally ill- 
directed, he was blest with unfailing humour and 
a disposition that in the end prevailed upon him 
to forgive even his worst ‘‘enemy’’—unfortu- 


nately then long dead. 
In one of his letters to a friend, he speaks of 
music as having been one of his recreations: 


“. . . In old days I went to concerts, very long 
and highly classical; I always got wearied. I could 
not take it in—except the divine Shubert. Now 
there are a lot of very fine overtures of the Freischutz 
type. People hear them again and again, and so 
get to know them. May their performance be never 
discontinued. 

... IT am very deaf. ...I have no technical 
knowledge (of music) nor am I a pianist, though I 
once taught myself B’s Opus 90. I liked it better 
than anything else. Truly the conflict between the 
intellect and the heart.”’ 


Figure 1—The House, 55 King Street, Camden Town, 
London, where Oliver Heaviside was born, and where he 
passed his boyhood. It is the one with the portico. 
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In those ‘‘old days” he also devised a musical 
notation intended to be easier to read than the 
orthodox system of lines, bars, and notes. Later 
he found some pleasure in playing an “ Aeolian.’ 
The instrument he used still exists. 

Only here and there 
is it possible to obtain 
a tangible clue to his 
personal history in his 
middle life. Accord- 
ing to one account, 
after leaving school, 
he held a post with the 
Great Northern Tele- 
graph Company, at 
Newcastle - on - Tyne. 
Positive proof of this 
has not been found 
amongst his papers. 
There is, however, a 
statement made by 
himself that he first 
observed a _ phenom- 
enon relating to sig- 
naling through heterogeneous telegraph circuits 
at Fredericia, so that he evidently visited 
Denmark. From July, 1872, when he made 
his entry into technical and scientific litera 
ture, the surest guide to his career is his pub- 
lished work. An elder brother, Arthur West 
Heaviside, was a Divisional Engineer of the 
British General Post Officeat Newcastle-on-Tyne. 
For a considerable period, Oliver worked closely 
with him, especially at solving such electrical 
problems as arose. There is a memorandum to 
the effect that on January 15, 1873—perhaps 
the happiest day of his existence—Oliver and 
Arthur made experiments ‘‘on duplex working 
with an artificial line and rough resistances at 
Beckett’s shop.’”’ With single-needle instru- 
ments, they met with complete success ‘‘ob- 
viously to the delight of all parties.’”” They pro- 
ceeded to arrange a similar system between New- 
castle and Sunderland. Messages were sent 
“simultaneously from both stations as fast as 
they could be transmitted by key.’”’ An entry 
in his note-book, relating to his paper in the 
Philosophical Magazine for June, 1873, states 
with satisfaction: ‘‘I was credited in America 
with having described quadruplex first, or sug- 








74 ELECTRICAL 


COMMUNICATION 





gesting it.” His paper that followed it in the 
same journal in 1874, on the working of cables 
with condensers, was, he says, ‘‘the first that 
took terminal apparatus into account at all.” 
In 1878 he directed attention to the importance 
of self-induction in telegraph instruments and 
telephones. Another glimpse of what he was 
doing is obtained from a draft agreement, dated 
September 14, 1880, relating to a patent for 
neutralising disturbances in cables. The next 
vear there was a movement, on the part of his 
brother, to obtain for him other employment. 
At that time, the Chief of the Engineering De- 
partment of the British Post Office was William 
Preece—who was afterwards Sir William Preece. 
A letter to Oliver from Arthur explains what was 
in contemplation: 


‘““(November 22, 1881.) Preece states that the 
Western Union of America are about to adopt the 
Wheatstone, having ordered 24, and that he has the 
nomination of about six clerks to manage them, with 
salaries of about £250, and then he asked after you 
and I told him you were a student still—obvious— 
should you apply I believe he would nominate you.”’ 


What transpired is not recorded, but there is 
no doubt that, in June, 1882, this “‘student’’ was 
at 3 Saint Augustine’s Road, experimenting at 
home with microphones, particularly to ascertain 
the effect of pressure at the contact surfaces. 
His apparatus consisted of a battery, carbon 
contact-blocks, a watch and a galvanometer. 
His note upon these experiments reveals him still 
an imp, and his father an experienced observer: 


“Father smells acid in the room. Two or three 
evenings. I said, at hazard, it was the electricity. 
Query, ozone generated by sparking, or nothing to 
do with it. Father says it is just like the battery he 
made when he was a boy, and that it is my battery. 
I didn’t say it wasn’t. What is the best arrangement 
to get the greatest variation of resistance in the 
circuit? I find that the internal and external re- 
sistance must be equal.”’ 


Among his smaller manuscript note-books now 
treasured in the Library of the Institution of 
Electrical Engineers is one that contains what he 
describes as “‘ An abridged account of experiments 
in May, 1886, London.” It relates to various 
arrangements of Wheatstone bridges, and it in- 
cludes notes on condensers, telephones, gal- 
vanometers, relays, batteries, inductance bal- 


ances, interference tests, lightning, and cohesion. 
He there refers to an experiment made by him as 
early as 1868. Another of these note-books 
gives an account of induction experiments 
carried out by him in July, 1883. The part he 
took in seeking for a ‘‘theoretical explanation” 
of the experiments carried out by his brother, 
A. W. Heaviside, in Newcastle, is alluded to in 
paragraph 216 of Vol. 1 of Electromagnetic Theory, 
and in Electrical Papers, Vol. 2, p. 323. 
Referring to his paper in the Philosophical 
Magazine of November, 1886, he has an entry: 
““Most remarkable fact, was speaking by tele- 


phone between two circuits } mile square, } mile 


between centres.” 

It must always be regretted that circumstances 
so soon placed him out of direct touch with 
practical telegraphy and electrical apparatus; 
for his skill in experimental researches would 
inevitably have led to important developments. 
Moreover, in experiment, he would have found 
the natural antidote to ills consequent upon un- 
remittant concentration upon theory. 

At the prime of his life there was a dramatic 
change in his environment. In the autumn of 
1889, Oliver with his father and mother left 
London and took up their residence at Paignton, 
in Devonshire. This was partly on account of 
his parents’ failing health, but it was also because 
his brother Charles was able to offer accommoda- 
tion; for Charles, who had a music shop in Tor- 
quay, had lately opened a branch at Paignton. 
Oliver’s mother died at Paignton on October 31, 
1894. His father died there on November 16, 
1896. From about 1897 to midsummer of 1909, 
Oliver dwelt in comparative solitude at a house 
known as Bradley View, in the neighbouring 
town of Newton Abbot, near Dartmoor. At 
Newton Abbot, he suffered tortures on account 
of molestation by boys of the locality. A more 
serious trouble was a bad attack of malarial 
jaundice. Miss Way, though herself old and 
frail, thereupon offered him quarters at the house, 
Homefield (Figure 7) in Torquay, which ulti- 
mately became his by purchase, and where he 
remained to the end of his life. 

The portraits of him, reproduced in the 
Frontispiece, probably were taken in the year 
1893. They are from old negatives long stored 
in a cardboard box bearing the inscription in his 
own hand: 
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“NEGATIVES of photographs of the present 
Dr. Heaviside—(taken by C. T. H.) at Palace 
Avenue, Paignton. Keep dry and the film sides in 
contact. The one with hands in pockets is perhaps 
the best, though his mother would have preferred a 
smile.” 


It must have been the portrait “with hands in 
pockets”’ that his friend Professor FitzGerald 
contrived to obtain from him in 1898, and con- 
cerning which FitzGerald wrote: 


“TI am sorry you did not give a less retiring view 
of your face. If you were one of those who had a 
great reputation for getting on by brazen pushiness, 
I could understand your fearing that your portrait 
being published might be misconstrued.”’ 


Heaviside scoffed at those who publish their 
photographs: 


“Tt makes the public characters think they really 
are very important people, and that it is therefore 
a principal part of their biz. to stand upon doorsteps 
to be photographed.” 


Concerning a contemporary photograph of a 
group of members of the Institution of Electrical 
Engineers he remarked: 


‘‘Giants at the back. Pigmies at the front. | 
gave it, framed and glazed too, away to a Newton 
Abbot furniture dealer, for nothing, along with an 
old kitchen table.” 


In Figure 8, which is from a photograph of 
members of the Heaviside family, taken at 
Berrypomeroy Castle, Totnes, about the year 
1893, Oliver is just to be seen in the far back- 


ground, smoking his pipe. His father and 
mother are standing side by side near the centre 
of the picture; and next to his mother, on her 
other side, is Miss Way. Arthur West Heavi- 
side is standing on the extreme right of the pic- 
ture holding his hat in his left hand. Im- 
mediately in front of Oliver is Basil Bell Heavi- 
side. Charles Heaviside is stooping down be- 
tween his father and his brother Arthur. In 
front of Arthur is Colin, the third son of Arthur. 
Miss Ethel Heaviside is standing behind, between 
Oliver’s father and mother. 

Here, for a moment, it is well to consider his 
mode of working and his attitude of mind. 
Throughout his mathematical work in its final 
form, his writing was singularly neat, although 
it appears from marginal notes that he was often 
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troubled to find a pen that suited him. An 
editor, hard to please in other respects, was con- 
strained to confess: ‘‘No other contributor can 
approach the admirable clearness of your copy 
and the cleanness of your proofs.’’ Mathe- 
matical solutions were not obtained by him on 
all occasions easily—they were frequently the 
result of strenuous labour and repeated trials. 
In proof of this, scattered amongst the drafts of 
his attempted solutions of problems, his per- 
plexities at moments find expression in inter- 
jected remarks: 


“This is fearfully complex. . . . Don’t see how to 
simplify it at present, but I think it will work down 
to something simple in the long run. . . . Which 
is right? ... Winna du!...No go! Save all 
this bother. . . . Notes on the Brays of the British 
Asses! Notes on the Brays! (British Associa- 
tion members.) . . . Hope. Hope. Hope. Swine. 
Swine. Swine this is very fishy.... 
Revise it. . . . The subject is enshrouded in diffi- 
culties and ambiguities. .. . I cannot manage it 
to-night. . . . Quite fagged. . . . One success only 
leads to more failures. . . . Hine illae lachrymae. 

. So it is dubious. . . . Patience. . . . Bah!” 


For preliminary drafts of his mathematical 
writings he often used the backs of waste in- 
voices from his brother’s music shop—an in- 
vestigation of a Fourier’s series thus finds a few 
square inches on the reverse side of a stray ac- 
count to somebody for a copy of ‘‘Love’s Old 
Sweet Song,” concerning which, alas, no trace 
of a corresponding term appears in any of Heavi- 
side’s equations. 

In his extensive numerical work he would have 
saved himself much trouble if he had used a 
slide-rule, but he preferred to employ ordinary 
arithmetic, and occasionally a book of logarithms. 
He ciphered in bold figures, and so long as there 
was hope that a solution might be found, he was 
never thwarted by the labour of the calculations. 
He possessed a strong desire, amounting almost 
to a passion, that his work should be published 
as written. Ultimately, he nearly achieved his 
purpose. It was a requirement beset with 
difficulties, many of which were self-imposed. 
He wrote: ‘Experience has taught me that the 
refusal of a paper by any journal, for uncon- 
vincing conventional reasons, implies that the 
paper is unusually original and good. Fact!” 
There was, however, another side to this. In 
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1886 his wrath was kindled against an official 
who was suspected by him of having hindered the 
issue of a description of a system of telephony 
with which his brother had been associated. 
The charge was that this official “‘fell foul of it in 
a savage and even in- 
sulting manner and 
blocked the paper.” 
To make matters 
worse, the technical 
press, at the zenith 
of his activities, was 
passing through an 
exasperating period 
of litigation. Even 
his staunch © sup- 
porter, C. H. W. 
Biggs, then editor of 
The Electrician—who 
before the scientific 
world had learned to 
bow to the preroga- 
tive of Heaviside’s 
genius, exhibited tol- 
erance towards his 
obscurities and tact 
towards his idiosyn- 
crasies, and who at 
last was thanked by 
him, “for the oppor- 
tunity he gave me 
of exercising my 
philanthropic inclin- 
ations”—was_ con- 
strained to admonish 
him: 


“(May 30, 1887.) I would use your letter if I 
could, but it is dangerous in the present state of the 
law. . . . I may tell youthat at present six of ushave 
two libel suits each against us, or a round dozen 
altogether, and I venture to think that the cost even 
if we successfully defend ourselves will be consider- 
able. . . . Candidly then I am afraid to use it, not 
personally, but ‘i 


“(June 1, 1887.) Do you not think it rather in- 
fra-dig in a scientist to be so moved at the doings of a 
scienticulist?”’ 

Several years afterwards, Heaviside recorded 
that in 1887 he came for a time to a dead stop, 
exactly when making applications in detail of his 
theory ‘‘with novel conclusions of considerable 
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practical significance, relating to long-distance 
telephony in opposition to the views at that time 
officially advocated.”” In that year also the 
editor of the Philosophical Magazine found that 
as no one, so far as he could discover, read 
Heaviside’s articles, 
he could no longer 
afford space for 
them. 

In 1888 another 
editor complained 
that the articles, so 
far as could be ascer- 
tained, were only 
read by a few pro- 
fessors, and ‘Pro- 
fessors, you see, do 
not advertise.” 
Refined chastisement 
was also admin- 
istered on October 
31, 1891, from an- 
other quarter, when 
he received a letter 
as follows: 


“Tam desired to 
return you the thanks 
of the Royal Society 
for your Paper 
On the Forces, Stresses, 
and Fluxes of Energy 
in the electromagnetic 

field 


and to inform you 


Figure 2—Engraving of the Royal Mausoleum, Frogmore, that the Committee 
Windsor, by Thomas Heaviside (Oliver’s father). 


of Papers have direc- 
ted it to be published 
in the Philosophical Transactions. . . 


Pa 40. 

Both our referees, while reporting favourably upon 
what they could understand, complain of the exceed- 
ing stiffness of your paper. One says it is the most 
difficult he ever tried to read. Do you think you 
could do anything; viz., illustrations or further ex- 
planations to meet this? As it is, I should fear that 
no one would take advantage of your work. 

Yours truly, 
RAYLEIGH.” 


With reference to this he records in his note-book: 


“‘It took six months before I heard that the paper 
was accepted for the Transactions. Then 3 months 
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to get it set up in proper type. About 4 months 
(or 5) more before published. Great delays in cor- 
rection. Printers humbugs.”’ 


Again, Heaviside resented the action of the 
Royal Society when the Secretary, on July 26, 
1894, wrote to him: 


‘‘T am desired to return you the thanks of the 
Royal Society for your Paper 
On Operators in Physical Mathematics. 
Part III 


and to inform you that the Committee of Papers, 
not thinking it expedient to publish it at present, 
have directed your Manuscript to be deposited in the 
Archives of the Society.” 


His annoyance in respect to delays of this kind 
lasted to the end of his life. 

The same was true of his books. Volume 1 of 
Electromagnetic Theory took three years to put 
through; Volume 2 occupied a little more than 
four years. He calculated that if Volume 3 was 
to be first presented as serial articles, it would 
consume twelve years. So he gave up the idea of 
proceeding in that way. 

It is necessary here to remember that Heavi- 
side was not a mere equationist. He was a 
man of high purpose—a reformer. To establish 
his reforms he had to encounter conventions, and 
thus he was forced to think, to appear, and to 
act, as an individualist. In 1913 he wrote to a 
friend: ‘‘Pray don’t ever call me a mathemati- 
cian. I ama physical mathematician or mathe- 
matical physicist, and repudiate all mathe- 
maticians.”’ This is the key to a great deal that 
is puzzling in his writings. In his time, a school 
had arisen that was intent upon finding physical 
significance in mathematical processes. With 
this movement, Heaviside was in whole-hearted 
agreement—but he went further, he made a 
direct attack upon extremists among pure 
mathematicians. He said: 


“Three pernicious results of looking for over much 
rigour may be mentioned. First, its enfeebling 
action on the mind . . . secondly, it leads to the 
omission from mathematical works of the most inter- 
esting parts of the subject because the authors can- 
not furnish rigorous proofs. Thirdly, it leads to 
mental inability to recognise the good that may be 
in other men’s work should it fail to come up to their 
standard of rigour.” 
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To account for his abstruseness, there is pri- 
marily the fact that his mathematics was of a 
higher order than could readily be grasped by his 
contemporaries. Like Newton’s Principia, his 
works were for this reason destined in any case 
to be more admired than studied. He confessed 
that he was a voice crying in the wilderness— 
for vectors. His obscureness was further deep- 
ened because, following Maxwell, he strove to 
express his results in the most general form—not 
always as explicit cases that would have been 
more readily understood. To add to. the diffi- 
culties, there was lack of continuity arising from 
transformation of serial articles and scattered 
memoirs, irregularly issued, into a treatise. His 
worst fault, however, was the omission of steps 
in the argument, especially when the breaks 
arose from needless digression to attack qua- 
ternions, scienticulists, 47, or an ‘‘enemy.”’ 

He once expressed his motives thus to aneditor: 


‘“(November 1, 1890.) Posterity. I don’t think 
posterity will care to go to the British Museum to 
read up back volumes of the . . I write, or rather 
wrote, for the present generation. It was a stiff- 
necked generation. But I am assured by competent 
judges that I made some impression upon it in spite 
of its objection to be born again. . . . I never have, 
and do not intend to have anything to do with 
contentious discussions, as I understand ‘conten- 
tious,’ contending for the sake of contending, about 
nothing worth contending about. Legitimate scien- 
tific reasoning means that if anyone puts forward 
views which I consider wrong, and am interested in, 
and the matter is worth correcting, I have the right 
to do it, on scientific grounds.”’ 


With regard to learning, he said ‘‘sit down and 
work—all that books can do is to show the way.” 
He insisted that we are, from first to last in 
contact with those quantities which are believed 
to have physical significance—instead of with 
mathematical functions of an essentially inde- 
terminate nature—and also with the laws con- 
necting them in their simplest form. His advice 
was to avoid ‘‘groping after mare’s nests’’—for 
example, in electrical theory, to shun potential— 
and to keep as close as possible to such variables 
as are known. He was proud of having been at 
one time a “practitioner’’ himself, and his 
correspondence shows that when practical men 
approached him in a way of which he approved, 
he was ever ready to assist them, as well as men 
of science, with their problems. 

































Repeatedly he was asked by editors to have 
mercy upon their readers, to write less ‘‘ poetry” 
and more “‘ prose,’’ or to write an easy synopsis— 
but he was remorseless and relentless. His 
reply was: 

“Synopsis? Can’t. The Lord will provide. He 
always does. I am aware and so is everybody that 
the practicians only glance at my articles, and that 
the readers thereof are a small minority. It always 
was so, save a few exceptional articles, and it always 
will beso. I am afraid you will think the above very 
unsatisfactory in relation to commerce. I can’t help 
that, though I am very sorry. . . .” 


Let us glance at the range of subjects at which 
this reformer worked. Physical science, when 
Heaviside entered it, had for two centuries been 
the battle-ground of contentions about the ether, 
vortex motion, light, electricity, magnetism, and 
gravity. During his boyhood and youth, Fara- 
day, Thomson, Tait, Stokes, Rayleigh, Helmholtz, 
Weber, Gauss, and Maxwell had swept over the 
field. Moreover, an Atlantic cable had been 
made and laid, land telegraphs in a multiplicity 
of forms had been successfully developed, and 
practical details concerning the behaviour of 
dielectrics and transmission were thereby ac- 
cumulated far beyond the range of what was then 
contemporary theory. 

Advance in electrical communication systems 
in his time called chiefly for improvements in 
methods of measurement of the quantities to be 
dealt with in practical telegraphy and telephony, 
and for the interpretation of results in quantita- 
tive terms. To prepare himself for the tasks thus 
suggested, Heaviside faced the drudgery and 
self-sacrifice needed to render himself efficient; 
he grasped firmly the weapons of mathematics 
and practical experience, and he strode into 
action at the point where the work was most 
strenuous. 

The article—his first—in the English Mechanic 
of July 5, 1872, is concise and convincing. Of 
like quality are his papers in the Philosophical 
Magazine of February, 1873, on the best arrange- 
ment of Wheatstone’s bridge for measuring a 
given resistance with a given galvanometer and 
battery, and on duplex telegraphy. The years 
1874 and 1876 are characterised by marked 
development; his papers on telegraphic signaling 
with condensers (Phil. Mag., June, 1874), and on 
the “‘extra”’ current (Phil. Mag., August, 1876), 
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show that, equipped with the calculus, this youth 
of Camden Town had made Fourier’s theorem 
his own, he had mastered what Sir William 
Thomson had revealed with regard to arrival- 
curves, and he had gone a long way towards 
interpreting Maxwell. Thus he was able to 
attack some of the new and then incompre- 
hensible problems that accompanied the intro- 
duction of the Bell telephone. To the mystery 
of such questions he refers in his analytical paper 
—a treatise in itself—on electromagnets (Jour. 
Soc. Tel. Eng., 1878), where he remarks that 
‘this most sensational application of electricity 
appears to be very indifferent to resistance 
(sometimes), it being said to be sufficient merely 
to make earth ‘through the boot and a blade of 
grass.’”’ 

Telephonic currents were thenceforward to be 
his principal theme. If at this stage the tele- 
phone had not won his attention, he would prob- 
ably have devoted himself to designing dynamos; 
for his paper, Jour. Soc. Tel. Engs., June, 1881, 
on magneto-electric current generators was full 
of promise. His two great contributions, how- 
ever, (1) On induction between parallel wires, 
and (2) On the theory of the propagation of 
current in wires, written respectively in 1881 and 
1882, gave direction to his efforts, and firmly 
established him as a leader in rational telephonic 
and telegraphic engineering; for it was Heaviside 
who finally deposed guesswork, and who provided 
means that ultimately led to precision in tele- 
graphic and telephonic transmission. 

It was in the autumn of 1882 that he began his 
famous ‘“‘Electrician”’ series of papers, about 
500 pages, on electrical theory—vectors, po- 
tentials, units, energy, thermo-electricity, propa- 
gation of electrical disturbances through a 
medium, induction balances, models of viscous 
liquid—all mental equipment for the age of 
telephony and power transmission that was 
about to begin. This series led to contributions 
in 1885 that continued to the autumn of 1887, on 
electromagnetic induction and its propagation. 
To him, the ether was “‘the great store-house of 
energy.’’ He studied the mechanics of a rota- 
tional ether in which magnetic force is allied with 
rotation. Maxwellian as he was, he complained 
that Maxwell had left gravitation out in the cold, 
and he directed attention to the fact that electri- 
fication is always found associated with matter. 
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fluxes and their variations. 





Although, to gain the advantage of symmetry— 
and to be able to treat electromagnetic problems 
as elastic solid problems—he established, as 
nearly as he could, parallelism between electricity 
and magnetism, and he laid emphasis upon the 
absence of a magnetic conduction current. Thus 
magnetism to him, as to all the pioneers, was the 
transcending mystery of the universe. He intro- 
duced, in 1885, for those purposes of symmetry, 
the fictitious quality: ‘“‘magnetic conductivity.” 
To describe the general parallelism, he adopted, 
not quite happily, the word “duplex,” and in 
this sense he exhibited the electric, magnetic, and 
electromagnetic equations in ‘“duplex”’ form; 
i.e., symmetrical with respect to electric and 
magnetic notions. The immediate objects of 
his attention then became the corresponding 
Potentials he rele- 
gated to a secondary place. So far as they 
concerned the state of the medium, potentials 
were in fact treated by him as auxiliary quanti- 
ties, devoid of physical significance. 

The experiments of Hughes, in January, 1886, 
confirmed Heaviside’s theories of surface con- 
duction along wires. In the spring of that same 
year, Heinrich Hertz definitely established by 
experiment the wave character of electromagnetic 
transmission through space and through wires. 
The experiments and writings of Hertz produced 
upon Heaviside a profound and _ stimulating 
effect. 

The introduction to Heaviside’s papers on 
self-induction in wires, beginning with his article 
in the Philosophical Magazine, 1886-1887, indi- 
cates that he was led from his early experiments 
on Wheatstone’s bridge to his investigation of the 
induction and resistance of long solenoids con- 
taining cores, and thence to the mathematical 
study of the transmission of current “‘into”’ 
wires by diffusion from the external dielectric. 
With these papers may be grouped his remark- 
able article, written in 1887, but not published 
until 1892, on telegraph circuits, and his com- 
munications to the Philosophical Magazine of 
December, 1887, on resistance and conductance 
operators, the whole comprising, in about 200 
pages, the foundation of modern theory of 
telephonic and telegraphic transmission, united 
with dynamics in the conception of forces and 
stresses. In effect, Heaviside’s Expansion The- 
orem enables an explicit expression for the cur- 
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rents as functions of the time to be derived, for 
any network, from the differential equations, 
by means of intermediate operational equations, 
under the conditions (i) That the currents are 
initially zero, and (ii) That given potential 
differences are applied at various given points 
of the network. Or conversely, his theorem 
enables the potential differences to be derived 
from the currents. His method consists in 
prescribing rules for obtaining the operational 
equations, and rules for translating the solution 
of the operational equations into solutions of the 
original differential equations. 

Another group of investigations, almost in- 
separable from the preceding, had its origin in 
his article in the Philosophical Magazine for 
February, 1888, on electromagnetic waves, 
especially in relation to the vorticity of the im- 





Kidlington, Oxfordshire, c.1450. 


Figure 3—Example of Engraving Work by Oliver’s Uncle, 
John Smith Heaviside. 
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Figure 4—Drawing Inscribed ‘‘ The Cart Horse. 


pressed forces, and on the vibrations of electro- 
magnetic systems. By ‘vorticity’? he meant 
the ‘“‘curl,’’ familiar enough at that time to a few 
Cambridge, London, Dublin and Scottish mathe- 
maticians, but to the rank and file of his con- 
temporaries, a sore perplexity. Lastly came his 
treatment of electromagnetic radiation, and the 
Heaviside Layer, concerning which it may be 
helpful to observe that in Volume III, Chapter 
X, of Electromagnetic Theory, 1922 edition, p. 331, 
his article bears the superscription: ‘Theory 
of Electric Telegraphy. Encyclopaedia Britan- 
nica. Tenth Edition. Reprinted by permission 
of the proprietors of The Times. Written June 
1902.” This forms part of his treatment of 
“Waves in the Ether.’”’ He begins with the case 
of radiation between two coaxial conical con- 
ductors with a common apex. The radiation is 
supposed to go from the inner to the outer cone 
symmetrically in spherical sheets, with the apex 
as centre. By assigning various values to the 
semi-vertical angle of the cone or cones, he de- 
rived several cases, some corresponding to 
‘“‘wireless’’ transmission—a flat plane and a 
vertical wire projecting from it at the apex, 
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By Oliver Heaviside. Aged 11.”’ 

spherical waves from the apex, waves from a 
Hertzian vibrator, two parallel wires, waves 
along wires containing sharp bends, and “ wire- 
less’’ waves across sea-water. He explained that 
the waves accommodate themselves to the sur- 
face of the sea in the same way that waves follow 


wires. Then comes the important statement: 


“The irregularities make confusion, no doubt, but 
the main waves are pulled round by the curvature of 
the earth, and do not jump off. There is another 
consideration. There may possibly be a sufficiently 
conducting layer in the upper air. If so, the waves 
will, so to speak, catch on to it more or less. Then 
the guidance will be by the sea on one side and the 
upper layer on the other.”’ 


There is reason to suppose that this article was 
published towards the end of the year 1902, and 
that it was the last the editor of the Encyclopaedia 
Britannica (Tenth Edition) received before 
publication of the volume in which it is con- 
tained. Priority for the layer is not discussed by 
Heaviside. Regarding priority, therefore, the 
wise will follow the advice of Newton touching 
the origin of the theory of light: ‘‘To avoid 
dispute, let every man here take his fancy.” 
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Figure 5—Drawing Inscribed by Oliver Heaviside ‘‘2nd Work by Oliver Heaviside (No others preserved).” 


Amongst Heaviside’s loose manuscripts is a 
draft in which he has recorded that in 1902 the 
cable companies were already considering what 
the effect of wireless telegraphy might be upon 
their enterprises. He entertained doubt whether 
it would have serious influence upon them unless 
a quick method of automatic wireless signaling 
were adopted. He was at that time prepared to 
be consulted as a scientific man, and as an old 
“telegrapher,”’ but ‘“‘he was not disposed to do 
sums set by unscientific practicians who de- 
spised mathematics.’”’ He saw that what was 
needed was experiment. To his mind, the 
scientific work had been done. He had shown 
the way to improve cable telegraphy—beyond 
what was possible by more copper and _ less 
capacity—‘‘first by the principle of increase of 
inductance, and next by the invention of a 
practical substitute for uniform inductance— 
coils at intervals, one per mile for instance.” 
The memorandum points out that the cable 
companies were free to explore the matter, for 
he says: “I did not protect it. There can be 
no patent for it in England except for improve- 
ments thereon. . . . Now the wireless telegraphy 


frightens them. Well, I wish they may have 
good reason to be frightened.” 

Concerning the prospects for wireless teleph- 
ony, he expressed himself, on April 3, 1914, as 
follows: 


‘The atmospheric disturbances will be very 
troublesome perhaps. Still the idea of talking from 
pole to pole is rather attractive, or to hear yourself 
talk 24,000 miles.” 


The sequestration in which he existed robs the 
biographer of the ordinary means of approach to 
knowledge of him. Yet his seclusion, like that 


of Barrie, was comparatively well known. 
Fortunately, the opportunity occurs to disclose 
for the first time some of his correspondence. 
The introduction of extracts from this source will 
disturb continuity, but there is compensation 
for a broken story in a new impression. 

It is first necessary to piece together some 
scattered facts relating to electromagnetic wave 
history. The experiments of Bezold (Berichte 
der Bayrischen Akad. d. Wissensch.) on electric 
waves along wires were described in 1870. They 
were then unknown to Heinrich Hertz, and they 











were unknown to FitzGerald (born August 3, 
1851; died February 22, 1901). On November 
17, 1879, FitzGerald (Figure 9) read a paper be- 
fore the Royal Dublin Society on the possibility 
of originating wave disturbances in the ether by 
means of electric forces. He there directed 
attention to Maxwell’s statement of the hypo- 
thetical conditions under which an electrical 
disturbance might be propagated in free space. 
FitzGerald at that time (1879), taking a case of 
insufficient generality, arrived at the wrong 
conclusion that Maxwell’s displacement currents, 
however produced, will “never be so distributed 
as to originate wave disturbances propagated 
through space outside the system.” In May, 
1882, however, after referring to a more general 
solution of Maxwell’s equations, given by Lord 
Rayleigh, he withdrew his earlier expression of 
opinion, and he admitted that “a simply periodic 
current would originate wave disturbances such 
as light.” He added that it might ‘be possible 
to obtain sufficiently rapidly alternating currents 
by discharging condensers through circuits of 
small resistance.”” The crucial experiment of 
Hertz was in 1886. 

It was FitzGerald who reviewed, in 1893, 
Heaviside’s Electrical Papers, and who acknowl- 
edged their value 


‘« . . because they teach a sound theory of tele- 
graphs and telephones, and of other matters . 
which, there is every prospect, may lead to vast im- 
provements in telegraphy and may even make it 
possible to work a telephone across the Atlantic.” 


Regretfully this learned and sympathetic re- 
viewer complained that Heaviside jumped deep 
double fences and introduced short-cut expres- 
sions that were woeful stumbling blocks to the 
slow-paced average man; he criticised also the 
frequent repetitions, and he never forgave him 
for abandoning quaternions. Nevertheless he 
ascribed to Heaviside the credit for having 
cleared away the débris of the battle fought by 
Maxwell. Heaviside, he observed, had reduced 
the maze of symbols—electric and magnetic 
potential, vector potential, electric force, current, 
displacement, magnetic force, and induction— 
practically to two, electric and magnetic force. 
He had established symmetry throughout the 
whole of electromagnetics. He had extended the 
theory of wave-propagation in complicated 
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media; and he was responsible for the most im- 
portant application of electromagnetic theory to 
telegraphy and telephony. Then comes the 
highest tribute of all: 


“Since Oliver Heaviside has written, the whole 
subject of electromagnetism has been remodeled 
by his work. No future introduction to the subject 
will be at all final that does not attack the problem 
from at least a somewhat similar standpoint to the 
one he puts forward.” 


The world in 1886 awoke from its lethargy and 
became conscious of the existence of electro- 
magnetic waves. Men to-day who remember 
the delight with which the convincing experi- 
ments were at last seen, discussed, and repeated, 
will recall the pleasure of discovery that in 1886 
pulsed through the world. It was a victory in 
which all rejoiced. By doing full justice to 
Bezold, Hertz won more than fame. His atti- 
tude, equally correct, towards Heaviside can 
now be traced; for amongst correspondence just 
made available are letters that tell their own 
story. The first, from Hertz at Karlsruhe to 
Heaviside in Devonshire, is dated March 21, 
1889: 


“‘T more clearly understood your methods from 
your letter than from your book, where they lie 
hidden beneath a great number of special cases. I 
am quite of your opinion, that you have gone further 
on than Maxwell, and that if he lived he would have 
acknowledged the superiority of your methods. 
A great point is, I think, that you do away with un- 
necessary potentials. Electrostatical (scalar) poten- 
tial and magnetical (scalar) potential ought to remain 
I think, but in statical phenomena only; in dynamical 
problems no potential ought to occur, and no vector 
potential ought to occur at all. I had also reflected 
on these things. . . . I find it so very difficult to 
follow your symbols and your very original mode of 
expressing yourself. You know mathematical sym- 
bols are like a language and your writing is like a 
very remote dialect of it. . . . Your methods are 
more than your symbols. . . . I was very interested 
to hear you had come so near to see yourself electro- 
magnetic waves, and was glad for my sake you did 
not follow up the indication you had. I cannot quite 
agree with what you write about the propagation of 
spirals. I cannot but think that from a good theory 
quite a distinct velocity ought to come out, and very 
simply. 

If Maxwell lived, I think he would have more 
joy in my experiments and would have more reason 
to be proud in their result, than I can have.”’ 


The reply is unknown, but on May 5, 1889, 
Hertz continued: 
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“The fact is that the more things became clearer 
to myself and the more I then returned to your book, 
the more I saw that essentially you had already made 
much earlier the progress I thought to make, and the 
more the respect for your work was growing in me. 
But I could not take it immediately from your book, 
and others told me they could hardly understand your 
writing at all, so I felt obliged to give you warning 
that you are a little obscure for ordinary men.”’ 


Again, on August 10, 1889, now from Bonn, 
Hertz wrote: 


‘“Theory goes much further than the experiments, 
for the experiments hardly come to tell in a whisper- 
ing voice what theory tellsin clear and loud sentences. 
But I think in due time there will come from experi- 
ment many new things which are not now in theory, 
and I have even now complaint against theory, which 
I think cannot be overcome until further experi- 
mental help. You speak of calculating the frequency 
of such oscillating systems as I make use of. I often 
tried to get the oscillating time exactly after Max- 
well’s theory but did not get any. I then considered 
a simple sphere perfectly conducting in a perfect di- 
electric. There were no more difficulties in the 
analysis, but yet I got no more oscillating time. 
I think there is none. Did you ever work out the 
problem completely? To my great grief, I have no 
time to go further on in these things for a year or so, 
having to spend too much time with my lectures, 
laboratory, examinations, etc.” 


To this, Heaviside probably responded 
promptly, for on September 3, 1889, from Bonn, 
Hertz explained: 


“|. . As to the oscillation or oscillations of a 
sphere, I attacked the problem just in the way you 
propose but got noresult. I think the damping is so 
great that disturbances go away almost aperiodically. 
This ought to be otherwise in very elongated ellip- 
soids, but in these the analysis becomes very difficult. 
... You may believe that I was fully in earnest 
when I said you could not learn very much of my 
experiments. I meant to say, that he who was 
fully convinced of the truth of Maxwell's equations 
and was able to interpret them, did know as much 
about these things before my experiments as after 
them. I did not mean to say by this that the experi- 
ments were of little worth, for there were many people 
not convinced of those equations or not able at all 
to see what they meant. And then I hope for many 
new things to come from the experiments. . . . The 
motion of the ether relatively to matter—this indeed 
isa great mystery. I thought about it often but did 
not get aninchin advance. I hope for experimental 
help; all that has been done till now has given nega- 
tive results. . . . Take a copper sphere rotating in a 
homogeneous magnetic field. You cannot treat the 
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case without having recourse to action at a distance. 
Maxwell’s solution is by action at a distance. And 
I do not see how it could be otherwise before we know 
if the ether turns round with the sphere or is at rest, 
or where is the frontier between the moving and the 
resting ether. . 

As to the structure of the ether, the struc- 
ture of all the models imagined until now is certainly 
not the structure of the ether; in these points I am 
absolutely of your opinion.”’ 


In this letter Hertz enumerated the particulars 
in which, in his judgment, Maxwell’s theory re- 
quired to be amended: 


‘|. . for example the strains imagined by Max- 
well to account for the motions of ponderable 
matter—these strains would tend to give motion to 
the interior of the ether itself, except in the very 
special case of statical problems. Now if no such 
thing occurs (which I think probable) the system is 
false; or if such a thing occurs, the system is in- 
complete.” 





Though Hertz and Heaviside never spoke 
face to face, their friendship deepened sufficiently 
to enable Hertz to write from Bonn on December 
31, 1890: 


‘“Dear Heaviside, 

I send you my very best wishes for a happy New 
Year. . . . If you would only take a good form, a 
book of yours on the theory of electricity would have 
a great success in England and abroad. But I fear 
you have some pride in this, not to yield to the under- 
standing of others. I think this is a false pride, you 
certainly are not aware how very difficult your papers 
are to understand to others, and it is old wisdom 
that the many will expect you to come to them and 
not come up to you, be your merits ever so great.” 


Thus it was not for lack of good advice that 
Oliver continued to indulge in the luxury of his 
own obscurity. Towards Hertz, he had the 
kindliest feeling. He concluded that, so far as 
the ether, as distinct from matter, was con- 
cerned, the Karlsruhe experiments fully con- 
firmed -Maxwell’s theory. Matter would re- 
quire further consideration. Maxwell’s applica- 
tion of electromagnetics to explain phenomena 
associated with waves of light and heat in solids 
and liquids he knew to be imperfect, but the best 
available. 

There is strange irony in the fact that Heavi- 
side’s secluded home in Devonshire, half buried 
amongst its brambles, its doors closed to all save 
the rarest visitors, its interior too often comfort- 
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less, should at the same time have been to a large 
section of the most advanced men of science a 
temple of wisdom, the place of the oracle, the 
court of ultimate appeal. The proof of this is in 
his correspondence. Physicists at Oxford who 
wrote to him referred occasionally to his hermit- 
age as ‘‘The Inexhaustible Cavity,’’ and there 
is a story that a letter addressed to him at ‘‘ Inexh. 
Cavy. Torquay” duly. delivered. The 
reference, no doubt, was to the cave of Adullam 
(I. Samuel, XXVII, v. 2) into which everyone 
gathered that was in distress. Sometimes the 
perplexing problems sent to him were relieved by 
lighter matter, such as the following from C. V. 
Burton: 

“Crookes (P.R.S.) was dined at Jesus Coll. 
Oxford a little time ago. All sorts of ‘nutts’ came 
to meet him, but he spoke hardly a word to anyone. 
According to one account, he has found that if he 


talks too much after dinner he makes no new dis- 
coveries the next day.” 
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There was a desire to prevail upon Heaviside 
to clear up the distinction between his vectors 





































Figure 6—The House, 3 Saint Augustine’s Road, Camden 
Town, where Oliver Heaviside resided from 1876 to 1889. 
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and quaternions, and to establish harmony if not 
coincidence. He held, however, that— 


‘‘ As vectors are not quaternions, the algebras can- 
not be naturally the same. Quaternionsshould come 
into vector algebra as quaternions—not as vectors. 

. Quaternions belong to trigonometry, which is 
the science of ratios between differently directed 
vectors. . . . Vector calculus belongs to physics.” 

The playground remained covered—as ever, 
since Descartes—with broken models of the 
ether. One of the first to acknowledge the 
wisdom that emanated from the inexhaustible 
cavity was Sir Joseph Larmor, who confessed in 
a letter dated October 12, 1893: 


“T am practically a convert to vector analysis 
and I mean to learn up the machinery immediately 
I have time.” 


Later he added: 


‘‘My present view is that atoms are vortices in 
the medium, then magnetism is their vorticity, and a 
magnetic field tends to align them.” 


‘ 


On February 12, 1898, he sent Heaviside ‘to 
look at’’ a copy of his paper on rotational ether, 
making the electric field of an electron both 
polar and circuital at the same time, in a way 
“that carried some evidence of naturalness.”’ 
It had cost him three years to prepare, and yet 
he declared, ‘“‘I am not so sanguine as to hope 
that more than say two people will read it.” 
A few weeks later, Heaviside was able to send 
him Volume II of Electromagnetic Theory. For 
this Larmor, on May 8, 1899, thanked him, 
observing that it contains 


‘““... much wholesome castigation of my own 
profession, which is misled sometimes by the power 
of symbols into the belief that such a thing as rigorous 
exactitude can reign in any created product of the 
human mind. I see you still decline to countenance 
a rotational singularity or electron. . . . I believe I 
see signs that some previous oft heard opponents of 
all such notions now exhibit a tendency towards 
taking them for evident. But that is the way of the 
world, as you I presume are aware.” 


Sir Joseph Larmor was probably referring here 
to Lord Kelvin. 

In 1898, Heaviside was consulted by John 
Milne with regard to seismographs and the 
interpretation of seismographical curves. Milne 


was prospecting and negotiating for a volcanic 
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site near to Heaviside, on which to establish an 
observatory; for according to Milne— 










“Tf the National Laboratory is to be at Kew, so 
far as certain kinds of work are concerned it might 
equally well be on a sponge.”’ 













But the site Milne had prospected and coveted 
: turned out to be not volcanic after all. 

The gathering strength of the influence of 
Oliver Heaviside upon his contemporaries is 
everywhere apparent in the correspondence. 
Amongst the letters, for example, is one from 
























David Hughes, dated May 19, 1899: 


“T should like to ask you if I am wrong in suppos- 
ing that theory leads to the conclusion, 1st that self- 
nduction is beneficial to long-distance telephony, 
and 2nd that you would recommend for that purpose 
Iron wires in place of Copper. 1 mean wires of the 
same resistance.”’ 


There is another from David Hughes, dated 
June 6, 1889: 


‘““Remember that I fully agree with Hertz’s ex- 
periments and think Maxwell's electromagnetic 
theory of light probably—but the only point in doubt 
in my mind is the permeation of a current from the 
inside to the outside. . . . If you can cite any ex- 
periment or any reasoning that would guide me in 
finding a method by which it could be demonstrated, 
your reply would be valuable to scientific truth.”’ 


Complete triumph came on January 10, 1889. 
The date is noteworthy because it is that upon 
which The Society of Telegraphic Engineers and 
Electricians altered its name to The Institution 
of Electrical Engineers. After the transfer 
formalities, Sir William Thomson (Lord Kelvin) 
took the Chair and gave an address on “Ether, 
Electricity and Ponderable Matter.’’ He dwelt 
upon the history of electromagnetic induction in 
cable transmission, and he agreed that in his early 
theory he had not taken it into account at all: 


‘‘But in the meantime it has been worked out in a 
very complete manner by Mr. Oliver Heaviside; 
and Mr. Heaviside has pointed out and accentuated 
this result of his mathematical theory—that electro- 
magnetic induction is a positive benefit: it helps to 
carry the current. It is the same kind of benefit 
that mass is to a body shoved along against a viscous 
resistance.”’ 


The question of the choice of metal for con- 
ductors where ‘‘impulsive current”’ is concerned 













Figure 7—Homefield, Torquay, Now Known as Highwold. 


was discussed at a meeting of the Institution of 
Electrical Engineers on May 9, 1889, when Dr. 
J. Hopkinson was in the Chair. It was on this 
occasion (Jour. Inst. Elec. Engrs., Vol. XVIII, 
p. 497) that Professor D. E. Hughes declared that 
“he could not agree with the theory of Oliver 
Heaviside if it leads to the conclusion that iron 
for telephone wires is better than copper.” Dr. 
Hopkinson intervened and pointed out that 
Heaviside was very guarded in the statement, 
and had said ‘‘that an arrangement of iron was 
suggested which might be an improvement, but 
the ordinary iron wire was recognised as being 
very inferior in practical conductivity to copper 
we...” 

On June 26, 1893, an editor wrote that John 
Perry had been for a long time wrestling with the 
subject of telephoning through cables, and ‘‘felt”’ 
that Heaviside’s conclusions were right but could 
not follow the working. It was remarks of this 
kind that elicited from the ‘‘cave’’ the observa- 
tion that the new theory “‘is so obscure that it 
has attracted a good deal of attention.’”’ Perry 
realised that if Heaviside would write a book that 
could be easily understood “it might pay,” and 
he thought that he himself would be a good 
“foolometer.’”’ From a letter of FitzGerald 
(February 2, 1894) it appears that Perry would 
have been glad to collaborate with Heaviside in 
this venture. The precise opinion Perry held at 
about this time is recorded in a letter (August 4, 
1893) to a mutual friend: 


‘““Now I rank Heaviside with those two men 
(Kelvin and FitzGerald) but I never pretend to be 
















ELECTRICAL 





able to read Heaviside. I wish I could, and so doa 
lot of people like me. Somebody will have to 
write down Heaviside to our level.”’ 


With refreshing candour, ever associated with 
John Perry by those who knew him, he wrote to 
Heaviside (March 4, 1896) his confession: 


“‘T only dip into your work to take out what is 
useful to myself. I only know you to be the great 
man you are through him (FitzGerald).”’ 


An important part of the task of freeing the 
works of Heaviside from their obscurity, of en- 
hancing their value by numerical examples, and 
of inspiring them with new life directed towards 
practical achievement, was reserved for Henry 
Malcolm, who in 1912 began and in 1917 com- 
pleted his classic treatise, “‘The Theory of the 
Submarine Telegraph and Telephone Cable.” 

The correspondence of Heaviside reveals his 
esteem for FitzGerald, who, as he expressed it, 
‘belonged to the class of first-rate scientific men 
of the profounder sort who, not having any pre- 
tensions, only become known to their contem- 
poraries.”” Concerning scientific men of the 
contrary type he observed: ‘‘There is no need 
to go without fame if you really want it.’”’ It is 
appropriate therefore to take the opportunity 
that now for the first time presents itself, of 
making known some of the opinions and criti- 
cisms that passed between these two remarkable 
philosophers. FitzGerald, at Trinity College, 
Dublin, began by tilting at Heaviside’s innova- 
tions. He wrote to him: 


“(September 26, 1892.) I hope you will succeed 
in making the ordinary mathematical physicist think 
in vectors, though I do not think your notation an 
improvement. You see, I was ‘riz’ on Tait and get 
very much muddled by your omission of S; and 
when one gets bothered every turn one naturally 
takes a dislike to the botheration. a 


“(January 4, 1894.) Trouton took up the tele- 
phone question rather by the way and has gone oft 
on what he was at before, when he found it so com- 
plicated and unintelligible.”’ 


“(March 15, 1895.) You say Maxwell's (magnetic 
theory) is all a muddle. So it is: but there is an 
underlying stratum of explicability, I think, which 
must have been unconsciously guiding him.” 


“(June 21, 1893.) Maxwell’s electro kinetic 
moment, A, was a crude way of imagining that the 
current had all the inertia, which is quite out of date 
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now thanks to you—but it was very well when he 
wrote. . .. I cannot say that I am quite satisfied 
with your suggestion that in an imperfect conductor 
there are local electric currents with accompanying 
magnetic inertia as a way of getting over the state- 
ment that all the inertia is magnetic. It does not 
diminish the necessity for taking account of some 
inertia besides that appearing in the form of magnetic 
inertia round the current, because wherever a current 
exists some local energy is degraded in situ and if 
this has accompanying inertia without an external 
field we ought to add on to all our currents a term 
to express this. Just as the magnetic field due to two 
parallel wires cannot be completely supposed due to 
one wire between them carrying the sum of their 
currents, so, if we have to take account of internal 
fields between the molecules, we should proceed to 
do so, and one way of representing it would be in the 
form of inertia of current. 

As regards the question of electric energy being 
potential, and magnetic kinetic, that is not in 
question here. When a spring is bent its energy is 
potential and still there is kinetic energy involved 
during the time of its being bent. What seems to me 
most likely is that during the time that displacement 
is taking place there are two sets of things going on. 
There is a magnetic force and accompanying induc- 
tion (flow) taking place all round the displacement 
current which is proportional to the rate of change 
of the displacement and is the seat of a/most all the 
kinetic energy. But besides this there is the change 
in structure of the medium going on which we call 
electric displacement and which is increasing as long 
as the rate of change continues constant; i.e., there 
is something increasing while the magnetic flow is 
constant. This is proved by the fact that there is 
electric force developed tending to push back the 
electric displacement. Now this something that is 
increasing must be some other motion than the 
magnetic flow, for magnetic flow cannot exist without 
calling up any reaction of the kind considered, and 
it seems to me as if this something increasing must 
have some inertia, for no change can take place with- 
out some inertia somewhere, and if this change 7s 
different from the magnetic flow then there is some 
inertia, maybe very little, in addition to the magnetic 
flow. 

I think, however, there is a possible suggestion that 
what free ether resists is curl of magnetic flow, and 
then of course, the inertia of the flow would not 
differ from that of its curl—this latter being only a 
particular distribution of flow. But even then the 
curl is not increasing, it is constant, so that even 
though it is resisted, how can the resistance increase 
with the time? That is, I fear, special pleading, be- 
cause the flow itself being a changing thing, its curl is 
so too. However, then comes the difficulty about 
whatis happening between twospheres while the elec- 
tric displacement is changing. There is no magnetic 
flow, therefore no curl, and so the curl of magnetic 
flow cannot be the something that is elastically re- 
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sisted, unless of course you consider how the displace- 
ment begins; and in a non-conductor there must be 
the current to the inside of the sphere somewhere and 
there is accompanying curl somewhere; and from 
this point of view it is interesting to see how the 
electric energy grows at the various points within 
the sphere as they are gradually deserted by the 
magnetic force leaving its integral curl behind. Is 
that possible? I am afraid thinking these things 
out ona sheet of paper thus leaves them very muddly. 

As to electric energy being essentially kinetic as 
well as magnetic energy, I have no doubt, but agree 
with you in thinking that provisionally it helps 
matters to consider one of them as kinetic and the 
other as potential. I return to my difficulty. Even 
in the case of curl being resisted, curl to be resisted 
must mean some changed structure other than un- 
curled flow, and this changed structure will have 
some accompanying inertia. Final thought: But 
perhaps different from the curly inertia. 

I am afraid I am very hazy myself and am working 
more or less on my own model ether for concrete 
ideas, so that I am afraid I cannot make it very clear 
to another.” 


“(June 21, 1893.) When a current is started near 
a permanent magnet, the energy spent in producing 
it is quite independent of the presence of the magnet: 
Whence then in this case comes the energy of the 
field? I can only suggest that the permanent mag- 
net is like a coil of a practically infinite self-induction, 
and that the energy of the field comes from it as it 
would from a neighbouring coil of perfect conduc- 
tivity.” 


“(August 22, 1893.) Thank you very much for 
your letter. It clears up what I was quite hazy 
about. I had forgotten the momentum given to the 
ether, though I had been rather harping upon it 
lately in the case of the radiation of waves. 
There is merely radiation of energy from two electri- 
fied bodies rotating round one another. - There 
merely is a system of corkscrew waves being con- 
stantly generated . any regular periodic dis- 
turbance confined within a finite space must be con- 
tinually creating new waves. ... The action be- 
tween two vortex rings in a perfect liquid is not 
propagated from one to the other. It is due to the 
fact that each vortex ring is accompanied by motion 
everywhere, i.e., each vortex ring is itself really 
infinite and each ring involves all the others. Effects 
due to this kind of action not being propagated are 
simultaneous everywhere, and—as some actions of 
this kind must, I think, exist—it seems to me ex- 
tremely probable that gravity is the action of this 
kind we are looking for. In that case there would 
be no question of its rate of propagation, it would 
be due to the fact that each atom of matter is infinite, 
the most probable hypothesis possible. 


Yours sincerely, 


Gero. Frs. FitzGERALpD.”’ 
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In March 1896, FitzGerald wrote to express 
his satisfaction that Heaviside had accepted the 
Civil Pension awarded in recognition of services 
to hiscountry. He attributed the negotiation of 
the matter chiefly to John Perry and to Lord 
Rayleigh. An announcement that probably 
caused far more merriment in the “Inexhaust- 
ible Cave,’’ however, was made by FitzGerald on 
June 8, 1896: 


“T had a long correspondence with (Lord Kelvin) 
and his last letter says that he gives up everything 
he ever wrote about the ether. I hope he is not 
still quite so down in the mouth about it.”’ 


This was followed, on May 7, 1898, by a note 
to the effect that: 


“Lord Kelvin, with his usual impetuosity has 
rushed at a single fluid theory of electricity—but he 
is very rash.” 


Formal correspondence was followed by a visit, 
of a few hours, of FitzGerald to Heaviside at 
Torquay and of cycle rides with him. They 
were men of such presence that those English 
lanes must have thought King Arthur and one of 
his Knights passed again to Camelot. The 
scene too quickly changed to Dublin, whence 
FitzGerald wrote: 


“(May 7, 1899.) Have you worked at the propa- 
gation of waves round a sphere? A case of this is 
troubling speculators as to the possibility of tele- 
graphing by electromagnetic free waves to America. 
It is evidently a question of diffraction and I think 
must be soluble. Perhaps the case of propagation 
round a cylinder would be easier. e 


“(September 21, 1899.) I am delighted to hear 
that you have set up that Aeolian. You are so fond 
of music I am sure it is very good for you and will 
help you to do more and better work than you could 
ever have done without it. cs 


By this time the authoritative character of 
utterances from the oracle was recognised even 
by so distinguished a literary purist as Dr. 
Murray of Oxford, who, on March 17, 1899, 
appealed for the derivation of “Impedance.” 
In reply, the lexicographer was referred to: 


“The Electrician, July 23, 1886, p. 212; Electrical 
Papers, Vol. 2, p. 64, and to the quotation—‘ Let us 
call the ratio of the impressed force to the current in 
a line when electrostatic induction is ignorable, the 
Impedance of the line.’ . . .”’ 
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Amongst the few contemporaries capable of 
appreciating to the full the merits of Oliver 
Heaviside was George Minchin who, from 
Trinity College, Dublin, had been appointed 
Professor of applied mathematics at the Royal 
Indian Engineering College, Coopers Hill, near 
Windsor. Mathematician, physicist, poet, and 





Figure 8—Group of the Heaviside Family. 


lawn-tennis player, he excelled in all that he set 
his mind and hand to do. He was a pioneer in 
photo-electricity and an early enthusiast in wire- 
less telegraphy, especially in the use of an 
antenna; his skill in expressing in clear terms 
mathematical conceptions was unexcelled, and 
his joyous outlook made his friendship one of the 
best possessions. FitzGerald visited -him at 
Coopers Hill College and wrote from there to 
Heaviside. This, so far as can be traced, was 
the last of their communications; for FitzGerald 
died but a few months later—died as did Maxwell 
and Hertz, before reaching fifty years of age. 


“(July 12, 1900.) I was fortunate in being with 
Larmor in Cambridge when your letter was for- 
warded to me, and so I asked him about the difference 
between himself and your work, and he pointed out 
at once what would have taken me some thought to 
discover. It all arises from the difference he takes 
between a moving electron and a changing displace- 
ment. The electron is certainly a change of place of 
the point, but we cannot say that the changing dis- 
placement is a real motion in the direction of the dis- 
placement. The electric displacement at a point is, 
no doubt, represented by a vector, but it is very 
unlikely that it is really a simple displacement of the 
point: it is much more likely to be a rather complex 


change in the structure of the ether at the point, 
which can be represented by a vector. In conse- 
quence of this difference, Larmor separates the 
electric force, which acts on the ether and produces 
the electric displacement, from the force on a moving 
electron due to its motion across a magnetic field. 
When matter moves across the ether in which there 
is magnetic force, this latter is what produces the 
electric current, i.e., a current of electrons. Its 
value is 
Vell 

(V in FitzGerald’s notation here represents vector 
product) while there is no electric force producing 
any displacement of the ether due to the motion: 
unless the induction changes owing to the moving 
matter and so produces an electric force that acts on 
the ether. 

Larmor, working with his abominable potentials 
separates them as 


iF db 
dt dn 


€ = ye — 2b 


and the ether being considered as standing still 
(x, y, 2) can only refer to moving electrons. The two 
together produce the displacement which, when 
changing, is partly changing ether displacement and 
partly current of electrons, and are accompanied by 
the magnetic force, 

D= VAH. 


I think there is very great difficulty in deciding what 
is the best assumption to make as to the interaction 
of ether and matter when they are considered, as you 
consider them, as continuous interpenetrating media. 
Larmor, by assuming a definite hypothesis as to the 
nature of matter and its connection with ether by 
means of electrons, (is enabled) to decide which of 
different suppositions is best. 

I have to go off now to help Minchin to put up 
some wireless telegraph poles. I was very sorry 
indeed to hear of your (bicycle) accident with the 
hen. Hope you are getting over it all right and that 
it won't make you afraid to continue to cycle. 

Yours sincerely, 
GEo. FRANCIS FITZGERALD.” 


In the introduction to the Collected Scientific 
Writings of FitzGerald, there is a letter from 
Heaviside—the real Heaviside, at his best—dis- 
closing very tender feeling, written at the time of 
FitzGerald’s death: 


“T only saw him twice knowingly, once for two 
hours, and then again for six hours, after a long 
interval; yet we had a good deal of correspondence 
at one time, and I seemed to have quite an affection 
for him. A mutual understanding had something 
todo with that. You know that, in the pre-Hertzian 
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days, he had done a good deal of work, not large in 
bulk but very choice and original, in relation to the 
possibilities of Maxwell’s theory, then considerably 
undeveloped and little understood; and his way of 
looking at things was more like my own than any- 
body’s. Well, he found that I had done a lot of 
work in the same line, and he was most generous in 
recognising and emphasising it. Too generous, of 
course . . . he used to write to me a good deal about 
electromagnetic problems, and I laid down the law 
to him like—like myself, in fact. He took it all very 
pleasantly. But I knew all the time that he had a 
wider field than myself, and no time to specialise 
much.” 





Between the years 1855 and 1912, during 
which the theory of electrical transmission 
through telegraph and telephone cables was built 
up, the three electricians chiefly responsible for 
advance in that theory were Maxwell, Kelvin 
and Heaviside. Heaviside’s appreciation of 
Maxwell is manifest. Although his acknowl- 
edgment of Kelvin’s early work is definite, it was 
not until the year 1889—when Kelvin acclaimed 
Heaviside—that their acquaintance with one 
another began to glow. There are two letters 
from Kelvin to him that serve to illustrate this: 


“(Glasgow University. November 4, 1888.) Dr. 
Francis forwarded to me at Cambridge your letter 
with accompanying papers. I sent him back im- 
mediately the papers for publication in the Phil. Mag. 
but I don’t agree that velocity of propagation of 
electric potential is a merely metaphysical question. 
Consider an electrified globe, A, moved to and fro, 
with simple harmonic motion if you please, to fix the 
ideas. Consider very quickly acting electroscopes 
B, B’, at different distances from A. If the indica- 
tions of B, B’ were in exactly the same phase however 
their places are changed, the velocity of propagation 
of electric potential would be infinite; but if they 
show differences of phase they would demonstrate a 
velocity of propagation of electric potential. Neither 
is velocity of propagation of ‘vector potential’ meta- 
physical. It is simply the velocity of propagation of 
electromagnetic force—of ‘electromagnetic waves’ 
in fact.” 


“(Glasgow University. April 27, 1899.) I am 
not bigoted to either ‘spin’ or ‘rot’ or ‘turn’; but 
I have always thought some of them better than 
‘curl,’ as curl seems to me to involve the idea of either 
a helix ora flat spiral. I see I was wrong in attribut- 
ing ‘curl’ to Clifford. He gives a good many such 
words, but it was, as you say, Maxwell that first 
gave curl, as he in fact tells us himself in the first 
volume of his Electricity and Magnetism. It is 
rather the symbolic system connected with it in your 
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own and Maxwell’s papers that I object to, than the 
word itself, and I cannot agree with any attack on 
Cartesian coordinates. All words that help us out of 
aphasia, provided they promote clearness instead of 
the reverse, are to be welcomed. .. . We want a 
thorough mechanical theory which shall include the 
undulatory theory of light with electrostatics, and 
electromagnetic force, and electromagnetic induction, 
with the mobility of the medium and all the bodies con- 
cerned, which is part of the essential nature of the 
affair. 

Yours very truly, 

WILLIAM THOMSON.” 


The problem of calculating the effective re- 
sistance of the inner conductor of a concentric 
cable was approached by Maxwell (Electricity 
and Magnetism, Vol. II, p. 690) for low frequen- 
cies, and only for a few terms of a series. Heavi- 
side considered the whole ‘‘throttling”’ effect, i.e., 
the effective resistance, the effective inductance, 
and the tendency to surface concentration (The 
Electrician, May 3, 1884, p. 583), using two func- 
tions, WM and JN, which Kelvin later called the 
“ber” and ‘“‘bei’’ functions. Heavisidedeveloped 
this study (The Electrician, January 3, 1885), and 
Alexander Russell elucidated and extended it in 
a valuable review of the state of knowledge of 
the matter (Proceedings of The Physical Society, 
Vol. XXI, Part VI, December, 1909). 

The date of an event of some consequence—a 
visit by Hertz to England—is recorded in a letter 
written on November 24, 1890, by Professor 
Ayrton. 


‘‘Dear Mr. Heaviside, 

Professor Hertz is coming to stay with me for 
two or three days at the end of this week, and on 
Sunday some friends who are interested in electro- 
magnetic radiation are coming to lunch with us to 
meet Professor Hertz. If by chance you will be in 
London Sunday next the 30th inst., we shall be 
delighted if you will come to lunch with us. 


Sincerely yours, 
W. E. Ayrton.” 


It is safe to assume that Heaviside was not 
present. Three years later Ayrton wrote to him 
for a definition of inductance, and on January 25, 
1896, he again asked him for assistance in calcu- 
lating the size of a copper plate to represent, in 
metal, the sea. At that time an endeavour was 
being made by electricians, who consulted 
Ayrton, to estimate the practicability or other- 
wise of telegraphy from the shore to a light ship. 
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They knew that, owing to the swinging of the 
ship with the tide, a cable could only with diffi- 
culty be taken on board. The plan was to place 
a large coil at the bottom of the sea. Through 
the coil an alternating current was to be sent 
from the land to act inductively on a similar coil 
in the ship. Ayrton also enquired of Heaviside 
how the current in the coil would be affected by 
the sea. 





Figure 9—Professor George Francis FitzGerald. 


In 1897 Heaviside was urged by a representa- 
tive of the Northern Lighthouse Board to ex- 
amine the proposal to utilise an induction coil 
and telephone in light ships to pick up signals 
from a corresponding coil at the bottom of the 
sea. 

On March 8, 1905, a Cambridge mathe- 
matician wrote to him for a proof of the now 
familiar conjugate theorem that if a current, J, 
entering a solid object at A and leaving at B 
produces a difference of potential, V, between 
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two other points, / and JN, in the body, then a 
current J entering at J/ and leaving at N pro- 
duces a difference of potential V between A and 
B. 

His views on electrical matters were also re- 
quested by correspondents as distantly scattered 
as Mandalay, Calcutta and Alleghena. 

The knowledge possessed by him of phenomena 
relating to submarine cables, and his profound 
study of mathematical principles relating thereto, 
enabled him to impart new life to a world of 
electrical communication that, in essentials 
affecting construction, had remained, for about 
thirty years, dormant. His advocacy of “‘load- 
ing’’ was not at first received with favour in his 
own country. For telegraph cables, Kelvin— 
recognising the analogy. between electrical trans- 
mission and the diffusion of heat, examined by 
Fourier—had developed the ‘‘K R”’ law and had 
shown how to draw arrival curves for the case of a 
cable devoid of inductance and leakance, when 
both ends are put direct to earth. It was left to 
Heaviside to discover how to take account of 
inductance and leakance and how to develop 
equations to predetermine the effect upon the 
arrival current of the insertion of condensers 
and other apparatus at one or other or both of 
the ends. 

It was also left to Heaviside to discover that 
there is a critical relationship between the four 
cardinal quantities—resistance, capacity, in- 
ductance, and leakance—in any telegraph or 
telephone circuit, and that, when this is fulfilled, 
received signals are an exact reproduction of 
those sent. He called this the ‘“distortionless”’ 
condition—for his onomastic skill was unexcelled. 
He compared the case with that corresponding to 
greater inductance, and he exemplified the effects 
of reflection. His proposals for effecting im- 
provement by adding inductance continuously, 
or in “isolated lumps,”’ are described in Electro- 
magnetic Theory, Vol. 1, pp. 444-446, where he 
sets forth his work of 1886-1887. 

There is a marginal note in pencil on a stray 
reprint, that when he first suggested loading at a 
meeting of the Physical Society, a well-known 
physicist, Blakesley, at that time said, “it would 
be like making humps on a road to increase the 
speed of vehicles.” 

In common with all pioneers his mind turned 
at last to the question of the structure of matter; 
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here is a fragment, so far as is known, un- 
published: 


‘“There are wheels within wheels, and the ele- 
mentary volume itself may be a highly complicated 
dynamical structure with various sorts of energy init, 
determinately connected with the external world. 
Nor is this mere mathematics. It seems to me that 
the state of things suggested is very likely that 
which prevails in the universe of molecules. .The 
usual mathematics of continuous actions through 
elastic media takes matters in the gross. The unit 
volume must be large enough to contain an enormous 
number of molecules. The first approximation to a 
molecule is a little lump of matter banging about, 
exchanging its momentum and energy with its 
neighbours. But the molecule itself may be a little 
world, and on magnification, its affairs may be as 
complicated and important as those in our world. 
There is no absolute scale of magnitude in matters 
of length and time. Those wonders of wonders, 
thought and reason and memory, probably involve an 
inner mechanism of the atoms, especially as regards 
the storage of ideas involved in memory, to be lost 
sight of for long periods. Extremes meet, and the 
fast decaying brain of the old man brings to the 
surface the events of child life. The fact that the 
brain is subject to material change and replacement 
during life does not debar the theory of partial 
dependence upon the inner world of the atom. 
The replacement tends to follow established lines 
more or less perfectly; usually less, of course. We 
do not want a special kind of ‘‘mind-stuff.”” In any 
case, I cannot conceive the possibility of such a 
thing as long continued memory on the lines of mere 
external chemistry, and averages of molecules. It 
must depend on something deeper. Carlyle said: 
‘Go deep enough, there is music everywhere.’ This 
dogma would perhaps have more truth in it, if 
for music were substituted ‘thought.’ At any rate, 
it is potentially existent in all matter which can go to 
make the man . . . how is it that early impressions 
sink deeper and deeper becoming harder and harder 
to recall, and come to the surface again only in old 
age? It looks as though they worked themselves in 
deeper and deeper into the atomic mechanism. At 
any rate, I can construct by ordinary magnetic coils 
and electrical condensers an arrangement which shall 
imitate this absorption and subsequent recovery—I 
do not refer to hysteretic condensers, but ideally 
perfect ones, the explanation of hysteretic condensers 
is in fact similar—in a weakened form, returning 
after many days like the bread that was cast upon 
the waters. If the inner parts of brain atoms are 
storage cells for very high frequency waves, if they 
are emitted they will sympathetically excite similar 
cells in other brains in an imperfect manner, and so 
provoke a vague impression, which the thinking 
part of the brain may develop to a picture. The 
power of emission may be great in strong mediums; 
receptivity will be small in a Huxley. Saints halos! 


Phosphorescence! Why not? they were funny fel- 
” 


lows. 


Elsewhere, in a marginal note, he expressed 
the same idea more concisely, but with less 
reasoning: 

“Life is an essential property of matter. All 
matter is alive, even the deadest. All phenomena 
are natural phenomena.” 


Only once amongst his papers is there found 
any trace of an attempt to write a story. It is 
entirely devoid of romance, and takes the form 
of a sketch entitled ‘‘Muscular Characters.”’ 
It refers to his visits to a public gymnasium at 
the ‘‘Pimple’’—presumably Primrose Hill—and 
his impression of youths who resorted there. 
And once, only once, is there any trace of his 
having descended into verse. The occasion 
was the dedication of Volume 1 of Electromagnetic 
Theory to the children of his brother Charles. 
He speaks of his nieces and nephews as “‘ My dear 
Children.” The verses are written in pencil on 
the fly-leaf of a copy he presented to Charles: 


DEDICATION. 


TO MY DEAR CHILDREN. 


1. I did not send you any cards, 
For I had none to send, 
So now I send you this here book, 
Whereby to make amend. 


2. The first chap. is for Freddie, 
And may he always be, 
A credit to his parents, 
And an ornament to Torquay. 


3. The next chap. is for Ethel, 
And may she read it well, 

And study it, and find it good, 
Nor think the book a sell. 


4. The third chap. is for Charlie, 
And may he never be, 
A terror to his parents, 
And a torment to Torquay. 


5. The fourth chap. is for Rachael, 
Because it is the best, 

And may she never never try 
To turn it into jest. 


6. The preface is for Beatrice, 
Because it is so short, 
And may she never never think 
It all amounts to nought. 
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7. The Contents are for Pa and Ma, 
And may they never know, 

The pangs of tortured conscience, 
Or the awful depths of woe! 

Jan. 1, 1894. 


Amongst the fragments also is this: 


“Here we may stop to remark on the immortality 
of the soul. This doctrine, which probably had its 
first origin in the dreams of savages, survives all 
attempts to abolish it. In its old fashioned sense 
the principle may have already lost its hold upon a 
great many men and women of the highest ‘attain- 
ments, and may be mostly held by those who are 
least capable of judging, as an article of unthinking 
and unquestioning faith. But it is part of human 
nature for all that. When old beliefs are found out 
of keeping with the spirit of modern knowledge, the 
proper way is not to abolish them, but to modify 
their interpretation. Now there is a far nobler sense 
in which the doctrine of the immortality of the soul 
is true, not as a matter of faith, but of fact. Every- 
one in living his life is making the world for those 
who will follow. Everyone makes some impression 
on the world, good or bad, and then dies. The good 
or the mischief he has done remains; the impression 
is left for all time. Not only the lives of those around 
us, but of our followers, are modified in consequence 
of our actions. The aspirant to immortality who 
is dissatisfied with the old conventions may then 
cry ‘Non omnis moriar.’ A part of us lives after us, 
diffused through all humanity more or less, and all 
Nature. Thisistheimmortality of the soul. There 
are large souls and small souls. The immortal soul 
of the scienticulist is a small affair, scarcely visible. 
Indeed its existence has been doubted. That of a 
Shakespeare or a Newton is stupendously big. Such 
men live the best part of their lives after they are 
dead. Maxwell is one of these men. His soul will 
live and grow for long to come, and hundreds of years 
hence will shiné as one of the bright stars of the past, 
whose light takes ages to reach us.” 


To remove misapprehension it should be re- 
corded that Oliver Heaviside was neither desti- 
tute norin desperate poverty. Financial troubles 
came to some extent because, throughout his 
career, he was devoid of business acumen. He 
refused much that life had to offer him—even 
medical attendance in his illness. From several 
directions his friends approached to offer amelia- 
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ration. Some of the astutest intellects of his 
country conspired to find a way of supplying 
him with funds in a manner that he might not 
resent. They succeeded only in part. At the 
back of his mind was the complexity that he 
ought to have received from the commercial 
world early acknowledgment and remuneration 
for his work in telegraphy and telephony. He 
suffered, as many an inventor has, to see that 
the prize had slipped from his grasp into other 
hands. That being lost, he preferred to live in 
his own way. Yet one compensating delight he 
had: the sense of supremacy in his own domain 
of mathematical physics. This supremacy was 
derived primarily from his powers of intuition— 
exceptionally developed, almost unfailing, and 
ever inspiring. Heaviside penetrating towards 
an immortal generality can only be compared 
with Faraday prospecting for eternal truth in a 
wilderness of experimental facts. 

He detested alcohol in all its forms, but he was 
an inveterate smoker—a pipe of the strongest 
tobacco was his delight. At Homefield, in the 
years 1913-1914, he scarcely ever went beyond 
his garden. If his friends gained admission, they 
were gladly received and they found him enter- 
taining, jocular, and still a tease. In 1921 he 
was less accessible. By 1924 he had increased 
his troubles by getting at loggerheads with local 
authorities concerning accounts. During the 
last years of his existence he dwelt alone. He 
purchased supplies of food and other necessities 
through the kind voluntary services of Constable 
Henry Brock, a worthy representative of the 
Devon County Police, who refused all remunera- 
tion from him. 

At about that time his health rapidly failed, 
for pneumonia intervened with other complica- 
tions. In January, 1925, after a serious attack 
of illness, he was removed to a nursing home, 
where on February 3, 1925, he died, at the age 
of 75 years. He was buried in the grave of his 
father and mother in the Cemetery of the Urban 
District Council, at Paignton. 
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The Rotary Automatic Telephone Introduced Into Paris 





By G. DEAKIN 


Vice President and Technical Director, Le Matériel Téléphonique 


Introduction 


HE first step in the actual conversion of 

Paris from manual to automatic opera- 

tion was brought to a successful con- 
clusion on Saturday night, September 22d, on 
which date approximately 3500 working lines 
were transferred to the new Rotary automatic 
office, Carnot. 

The study of the Paris telephone requirements 
was begun by the French Telephone Administra- 
tion a year or so before the outbreak of the 
World War. What, up to that time, had been 
considered a necessity, became a luxury and 
it was not until 1924 or the early part of 1925 
that the study was again seriously taken up. 
This unavoidable delay was not entirely without 
advantage. It gave the Administration the op- 
portunity to study the methods and systems 
which had been chosen by other Administrations 
and to profit by the experience gained by these 
Administrations in the operation and exploita- 
tion of the chosen systems. 

The French Government was not slow to take 
advantage of this opportunity. It appointed 
two committees, one a technical committee and 
one a general committee, to study the telephone 
requirements of the city of Paris and to deter- 
mine what system would best meet these require- 
ments. The technical committee made a thor- 
ough study and investigation of all of the major 
automatic systems then in operation in Europe 
and on July 27, 1925, the Government issued a 
cahier de charges calling for tenders for the manu- 
facture in France and the installation of auto- 
matic equipment for four 10,000 line offices. 

With the additional data gained from the re- 
sulting tenders, the two committees again ex- 
amined the subject and the pros and cons of all 
systems. In the end, the two committees unan- 
imously chose the Rotary system for Paris and 
on October 14, 1926, the contract for the first 
four offices was awarded to Le Matériel Télé- 
phonique. The contract carried with it the 
proviso that standard Rotary apparatus shall be 





employed throughout and that the circuits shall 
be: designed by Le Matériel Téléphonique, to 
meet the requirements of the Administration and 
that the full responsibility for the successful 
operation of the system under normal and 
specified conditions shall rest with Le Matériel 
Téléphonique. 


Paris Telephone Area 

The Paris telephone area as now planned for 
automatic working is iliustrated in the frontis- 
piece to this paper. It comprises the solidly 
built up and densely populated city proper within 
the now obsolete fortifications and the variously 
settled and populated suburban areas which sur- 
round Paris on all sides. These suburban areas 
vary from highly industrial to almost entirely 
residential. 

The city proper is now served by twenty-two 
manual switchboards located in fifteen buildings, 
in addition to the new Carnot automatic office. 

The suburban area is served by fifty-seven 
manual offices, some very small. This number 
will be reduced to thirty-seven as indicated in the 
frontispiece. Each of these thirty-seven ulti- 
mate suburban office centres has been assigned 
a prefix suitable for automatic working. These 
prefixes are now in use, one prefix often applying 
to two or more offices. To distinguish between 
towns having the same prefix, the subscribers in 
such towns are allotted numbers in different 
thousands, thus enabling the answering operator 
to distinguish the office by the numerical suffix. 

The total telephones in Paris and the suburbs 
are about 340,000. 


Manufacturing and Installation Accomplish- 

ments 

Carnot at the present moment has equipment 
installed and tested for 6,000 lines and additional 
equipment in process of installation for another 
4,000 lines, which will bring the total equipment 
up to 10,000 lines. The contract required the 
completion of the first 6,000 lines in twenty-one 
months; that is, by July 14, 1928. This date 
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was kept. The requirement for 100 per cent 
French manufacture also was met. 

As the original factory premises at 46, Avenue 
de Breteuil were entirely inadequate for a large 
automatic programme, a new factory was built on 
the Company’s property in Boulogne, just out- 
side of Paris. Work on the first quarter section 
of the new building was started in May, 1925, 
and the work on the last section is just now being 
completed. The great effort made by the shop 
to build up a personnel, which grew from about 
1,500 to 5,000 in less than a year, and to con- 
struct the necessary special tools for the manu- 
facture of the automatic equipment, is a story 
by itself. 

The installation in Carnot of the first piece of 
automatic equipment took place December 23, 
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View of the Telephone Building. The wing which contains 
the new Carnot Exchange is at the rear of the building and 
runs parallel with the street. 
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1927. Between that time and July 14, 1928, 
some 750 cabled and combined bays have been 
placed in position, cabled, wired and tested, in- 
cluding tests with the junction equipment to and 
from the various manual offices—a considerable 
achievement in view of the fact that the Installa- 
tion Department recruited most of its staff from 
green help. The following log may be of interest: 


October 31, 1927—Installation of switch racks 
at Carnot started 

December 23, 1927—First automatic selector 
bay received 

February 18, 1928—First combined bay re- 
ceived 

March 25, 1928—Installation estimated to be 
50 percent complete 

May 12, 1928—First semi-B call sent through 

May 25, 1928—First automatic to automatic 
call sent through 

June 26, 1928—First call sent via tandem call 
indicator position to a manual office 


Description of Equipment 


The Carnot office occupies four floors of a 
newly constructed wing of the telephone building 
at 27, Rue Guyot. The power plant is in the 
basement and is of the continuous float type. 
A single battery potential of 48 volts is used for 
all purposes except for metering, for which 
purpose a booster battery of 70 volts is supplied. 

On the first floor are two main distributing 
frames, one for subscriber lines and the other for 
junction lines. These frames may be extended 
to accommodate a second 10,000 line office. On 
this floor are also the service meters, the wire 
chief’s desk and the register and junction equip- 
ment exclusive of the selectors for the temporary 
semi-B and tandem call indicator positions. 

The second floor contains the manual operat- 
ing room, the incoming third selectors, the out 
junction test panel and the junction intermediate 
distributing frame. The operating room con- 
tains thirty-five semi-B positions, thirty-eight 
tandem call indicator positions, information and 
complaint positions, toll switching positions and 
the usual supervisors’ and chief operator’s desks. 

The third floor is devoted exclusively to auto- 
matic equipment and accommodates all of the 
automatic equipment with the exception of that 
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Carnot Operating Room. 
tions. At the extreme left is the information desk. 
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At the right are thirty-eight call indicator positions and in the center, thirty-five senii-B posi- 
In the distance is the manual toll switching section. The temporary 


structure in the middle was erected for supporting the test telephones. 


previously referred to on the first and second 
floors. 

Except for the arrangement of equipment, all 
Paris automatic offices will be alike. An idea of 
the equipment involved may be had by reference 
to the accompanying junction diagram, which 
shows the general arrangement of the equipment 
for Carnot. 

The outside cables terminate on protectors of 
the usual type. The switchboard side of the 
main distributing frame is fitted with test break 
jacks, which experience in Europe shows are a 
great help to the wire chief, since they permit the 
line to be picked up by a line number and not bya 
cable number which requires reference to a cable 
record. The use of test break jacks also obviates 
trouble at the protector due to the unavoidable 
disturbance of the heat coils and carbon blocks 
by the insertion of a test shoe into a protector. 

The test break jacks are cabled to terminal 
strips placed on top of the switch racks im- 
mediately above the final selector bays. On the 
same switch racks adjacent to the final selectors 
are the first line finder bays which also accom- 
modate the line and cutoff relays. Jumpering 
between the two sets of terminal blocks makes 





the use of a separate intermediate distributing 
frame unnecessary. Main and P.B.X. lines may 
be mixed at will, thereby making it possible to 
more or less uniformly distribute the traffic and 
thus to avoid the necessity of having an unduly 
large number of selectors in certain groups. 

The service meters are cabled to the switch- 
board side of the main distributing frame. The 
meters are of the multiple metering type, similar 
to the well-known standard meter, but equipped 
with a differential winding to cause the meter 
armature to restore to its normal position when 
the operating booster potential is removed. 

When a subscriber calls, his line relay is ener- 
gised, whereupon the associated group of first 
line finders hunts for the calling line. The first 
to reach the calling line makes it busy, whereupon 
the associated group of second line finders form- 
ing part of the connection circuits hunts for and 
selects the first line finder. Immediately follow- 
ing this the sender selector of the connection 
circuit hunts for and selects a free register. All 
this normally takes place on an average in one 
half to one and one half seconds, the average 
generally being nearer to one half a second than 
to one and one half seconds. 
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Junction Diagram, Carnot Office. 


The subscriber now dials the three first letters 
of the wanted office and then the four figures, 
regardless of whether the wanted number is in 
the city or in the suburbs. When the first office 
code letter is dialed the translator switch, which 
forms part of the register circuit, hunts for the 
first letter position and stops provisionally on the 
first office prefix position commencing with the 
letter dialed. When the next two letters have 
been dialed, the translator switch hunts for the 
wanted office prefix, the maximum delay after 
dialing the third digit being about one half a 
second. The flexibility of the system permits all 
office prefixes beginning with the same letter to 
be grouped together thus permitting, as just in- 
dicated, a partial selection to be made before the 
completion of the dialing of the office prefix. 
When the wanted position is found, the first, the 
second and tandem selectors are caused to extend 
the connection. When the first of the four 
figures is dialed, the selection may be extended 
to the third selector and when the second figure 
is dialed, to the fourth selector. When the third 





figure is dialed, the trip spindle of the final 
selector may be set and when the fourth figure is 
dialed the brush carriage may select the wanted 
line. 

For the time being calls from Carnot to all 
other offices pass through tandem call indicator 
positions located in Carnot. The number dialed 
appears on a number indicator before the tandem 
operator whereupon the operator passes, by 
means of an order wire, the wanted number as 
well as the junction number to the associated B 
operator in the wanted office. This practice was 
adopted for the cutover of Carnot, since time did 
not permit the installation of permanent call 
indicator equipment in those manual offices 
which are to remain. The manual end of the 
present tandem junction is in reality a standard 
manual B junction circuit with a relay added to 
obtain the required control. 

Incoming calls to Carnot for the time being are 
made through order wire semi-B positions, the 
B positions differing from those previously made 
by Le Matériel Téléphonique in that the register 
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Front View of an Incoming Third Selector Bay and a Portion of the Associated Combined Bay. The incoming third 

selectors, without change, may be associated with any of the various manual offices in Paris and with other automatic 

offices. The character of the out-junction equipment thus remains unaltered regardless of the type of the distant office. 
In Paris, there are five or six distinct types of manual offices of four different makes. 
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circuit is substantially the same as that which 
will be installed in the manual offices for direct 
trunking to automatic. 

The arcs of the first group selectors are cabled 
through various distributing facilities direct to 
the main distributing frame, to a_ sufficient 
number of groups of outgoing second selectors to 
obtain the required out junction paths, or direct 
to third selectors. This arrangement is shown 
on the junction diagram. The local and incom- 


The fourth selector circuit differs from those 
previously used in the Rotary system in that it 
contains the ringing relay and ringing and busy 
tone facilities. 

The final selector is of the universal type and 
may be used indiscriminately with main or 
P.B.X. lines. Any group of adjacent lines in any 
final arc may be adapted for P.B.X. working by 
the simple procedure of shunting the C wires of 
the first and last lines in the group with resist- 





Front View of Three Connection Circuit Selector Bays, a Portion of a Combined Relay and Sequence Switch Bay to the 
Left and a Sender Selector Bay at the Right. 


ing third selector arcs are cabled in multiple to 
the fourth selectors. The fourth selector arcs 
are cabled to the final selectors. 

The incoming third selectors are of the univer- 
sal type. They may, without change but with 
suitable simple cross connection properly pro- 
vided for, be connected to an incoming junction 
from another automatic office, to an incoming 
junction from a manual office equipped for 
direct trunking, or, as at present, to an incoming 
junction from a manual office served by a semi-B 
position. 


ances. The function of the first resistance is to 
cause the final to hunt in case the first junction is 
busy. The function of the second resistance is 
to cause the final to stop hunting in case all 
junctions in the group are busy. The final al- 
ways functions as a main line final when no shunt 
resistance is used. 

Grounded lines are automatically transferred 
to the monitoring desk after a lapse of 30 seconds. 
A P.G. (permanent glow) finder picks up the 
first line finder and lights a lamp on the monitor- 
ing desk. The connection circuit and register 
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Two Register Bays with the Common Translator Bay in 
Between Are Shown in the Foreground. 
accommodates four register circuits. 


Each register bay 
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are then freed. Failures to complete dialing are 
also automatically transferred to the monitoring 
desk after a lapse of 30 seconds counting from the 
last dialing of a digit. The monitor may plug 
into the P.G. jack and test the line or he may 
speak to the calling subscriber if there is one. 

With each group of connection circuits are as- 
sociated a few multiple metering circuits. These 
are brought into action at the end of a successful 
multi-charge connection, the register having 
previously signaled this fact to the connection 
circuit. Single meterings do not involve the 
multiple metering circuit. The connection cir- 
cuit automatically takes care of such meterings. 

All out junctions pass through a test panel by 
means of which a quick test may be made of each 
junction. With each jack is associated a push 
button key, which, when thrown, makes the 
junction appear busy at the outgoing end. 

Any two wire junction may be made busy at 
the incoming end by opening the fundamental 
circuit by removing the ground from the A wire. 
The first and second selectors make two tests, 
first a test of the C wire to ascertain whether or 


not the junction is free at the outgoing end and 
then a test of the A wire to ascertain whether or 
not the junction selector is in its normal position 


at the incoming end. If either of these tests 
show the junction busy or off normal the selector 
passes on without stopping to the next junction. 

Should a properly dialed call fail to go through 
for any reason whatsoever, the calling subscriber 
is automatically freed after a lapse of 30 seconds 
providing he waits at his telephone. The 
register circuit, the connection circuit and any 
other circuits involved in the incomplete connec- 
tion are held and the ‘“‘hang up” signaled to a 
switchman. 

The routine testing facilities provided for the 
Carnot permanent equipment are very complete 
and fully automatic in operation. The major 
circuits are divided into convenient groups or by 
switch racks, and one routine test circuit is pro- 
vided for each group or switch rack. A routine 
test circuit selects the circuits to be tested one at 
a time and puts them through a complete series 
of cycles, checking all of the essential features. 
When a fault is found the routine test circuit 
stops and automatically signals the attendant. 

By inserting a wooden plug into the test jack 
which is associated with each circuit, the routine 





ELECTRICAL 


test circuit may be permanently attached to that 
circuit and the tests repeated indefinitely. Each 
routine test circuit includes a service meter to 
record the number of complete tests made. 

Automatic routine test circuits permit the 
attendants to be non-skilled. The duties of the 
attendants are merely to record the time of 
stoppage, the number of the faulty circuit, the 
position it stopped in and the position of the 
routine test circuit. A ticket with this data is 
made out and handed to a skilled mechanic who 
repairs the trouble. 

Three traffic observation positions are installed 
in Carnot and similar equipment will be placed 
in all other automatic offices. <A single contact 
jack is installed on these positions for each 
second, third and fourth selector and by means 
of these jacks and associated cord equipment, the 
trafic passing over any group of junctions may, 
without trouble, be accurately determined. No 
group of associated junctions exceeds 150; that 
is, grading or inter-mixing is not extended beyond 
this figure. Each position may record 150 junc- 
tions simultaneously. A smaller number of 


junctions may also be supervised. The method 


of recording traffic with these facilities is as 
follows: 

A plug is inserted into the jack of each junction 
forming part of the group to be observed. When 
the plugging up is complete, all meters are read 
or photographed and the starting key thrown. 
The time is recorded. At the end of the observa- 
tion period, usually an hour, the starting key is 
restored, whereupon all meters cease operating. 
The new readings are taken or photographed. 
The difference between the two sets of readings 
gives the following information: 


1. Total number of calls, completed or otherwise. 
2. The time in two second intervals that each 
junction in the group was occupied. This 
record permits one to determine whether 
or not certain individual junctions were 
underloaded and the common junctions 
overloaded or vice versa, etc. The re- 


A Close Up View of a Portion of a Register Bay and Its 
Associated Translator Bay. At the bottom of each reg- 
ister bay are located the sequence switches. Next above 
are the control lamps and then the rotary step-by-step 
switches which receive the dial impulses from the sub- 
scriber. Above them are the controlling relays. The 
translator switch bay is hinged so that the rear of the bay 
may be swung out into the aisle for cross-connecting 
purposes. It is shown partially swung out. The attend- 
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ant is not required to work on the bays fromthe rear. The 
jumpering may be seen between the translator switches 
and the semi-circular strip between them. 
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cords give an exact picture of the distribu- 
tion of traffic by junctions. 
3. The number of times all circuits in the group 
were found busy. 
4. The total duration of the time in two second 
intervals that all junctions were engaged. 
. In addition to these meter records a recording 
milliamperemeter gives a graphic picture 
of the distribution of the load during the 
hour or observation period. 


on 


It was not thought necessary to duplicate this 
equipment for the first line finders, connection 
circuits, registers and finals. For these circuits 
totalizing or overflow meters are provided. 

In addition to the totalizing meters for regis- 
ters one meter is provided for each office prefix. 
Such a meter operates each time a call is made to 
the associated office. Thus the distribution of 
the total out junction traffic is automatically ob- 
tained. 


General Engineering Problem 

The preparation of engineering plans, and the 
design of circuits, particularly those for Carnot, 
could not be started until January, 1927. The 
time which had elapsed since the signing of the 
contract was devoted to a discussion of details 
with the engineers of the Administration. The 
cahier de charges previously referred to, had been 
prepared very largely to obtain information to 
enable the Administration to compare the relative 
merits of the different systems and to make their 
choice of a system, and was not, therefore, of 
much use in preparing working plans. 

Four classes of telephone service are encoun- 
tered in Paris— 


City service, 

Suburban service, 

Short haul two number service 
called ‘‘regional,”’ 

Long distance service. 


In working out the final plans for Paris with 
the Administration, it was agreed that the 
cahier de charges would have to be departed from 
in a number of respects in order to meet the 
methods of operation desired by the Administra- 
tion. It isnot necessary to discuss the differences 
in this paper. It will suffice to outline briefly or 
to refer to the initial and ultimate methods of 
operation finally agreed upon; and in this con- 


nection the reader is referred to an article! by 
Monsieur Pocholle, on the transformation of the 
Paris area which appeared in a previous issue of 
ELECTRICAL COMMUNICATION. 

The present full automatic system is planned 
to care for the city and surrounding suburban 
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Rear View of Two Register Bays; and, in Between, the 

Rear View of the Translator Switch Bay, Including the 

Semi-Circular Terminal Strip. With each register is as- 

sociated two translator switches and between them is a 

distributing strip by means of which the office prefix and 
junction routing may be varied at will. 


areas. It may, however, ultimately be extended 
should the Administration find such an extension 
desirable. The maximum switching capacity of 


1“Ta Transformation du Réseau Téléphonique de 
Paris en Automatique,” ELECTRICAL COMMUNICATION, 
Vol. 6, No. 3, January, 1928. 
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the present full automatic register circuits is 150 
office prefixes, or 1,500,000 lines. Allowing for 
the impossibility of assigning every line, it may 
be said that the practical switching capacity of 
the present equipment is between 1,000,000 and 
1,200,000 lines. It is estimated that the require- 
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View of Timed Alarm Devices Which Transfer Grounded 

Lines and Incompletely Dialed Calls to a Monitoring Desk 

after a Lapse of Thirty Seconds. The device also gives a 
visual indication of the time a circuit is held. 


ments in the next ten or twelve years will be about 
400,000 lines. By the addition of translator 
switches to the register circuits or by increasing 
the capacity of the existing switches, the capacity 
of the area may be almost indefinitely extended. 

The first problem the Administration had to 
solve was the selection of suitable office prefixes 
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for the entire automatic area, such that no first 
three letters of any office prefix would be numer- 
ically the same as the first three letters of any 
other office prefix. This was settled as illus- 
trated in the plan for the Paris telephone area. 

The lettering and numbering of the Paris dial 
are very similar to the lettering and numbering 
of the New York dial. The Paris dial is shown 
on page 142 of the January, 1928, issue of 
ELECTRICAL COMMUNICATION and the New York 
dial on page 91 of the October, 1925, issue. 

A fundamental requirement of the Administra- 
tion was that the system had to be flexible and 
capable of meeting any reasonable distribution 
of subscribers’ lines and junctions. To meet 
these requirements the register circuit was de- 
signed to permit, among other things, the follow- 
ing: 


1. An office name may be changed without 
changing the position assigned to the 
office in the translator switch. That is, 
there is no numerical connection between 
the letters in the office prefix and the 
position occupied in the translator switch 
as is usual in systems arranged for office 
prefix translation. 

2. Calls may be completed by direct junctions 
or passed through one to three tandem 
offices or selectors. 

3. Multiple metering is provided for. By suit- 
ably cross-connecting the various positions 
in the translator switches, calls to the 
various offices, city and suburban, may be 
automatically metered one, two or four 
times, depending upon the rates pre- 
scribed. 

4. Calls to the special services such as informa- 
tion, recording, etc., are automatically not 
metered, but the answering operator can 
meter such calls when necessary by de- 
pressing a key. 

The present and temporary method of trunking 
to and from Carnot has been briefly described. 
The permanent trunking plan is as follows: 

Calls from the automatic offices to the manual 
offices which will remain for some years, will be 
handled by call indicator positions to be installed 
shortly in the manual offices. 

Calls from automatic offices to those manual 
offices which will be replaced within the next two 
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or three years, will continue to be handled by the 
temporary tandem call indicator positions located 
in the automatic office. 

Direct trunking was chosen as the means for 
establishing connections outgoing from the 
permanent manual offices to the automatic 
offices. Order wire trunking, even after many 
years of continued effort, has not proved entirely 
successful. Even in America, where a few years 
ago order wire trunking was universal, it has been 
replaced to quite a large extent by the so-called 
‘straightforward trunking’’ system in which the 


Rear View of Selector and Finder Bays Showing ‘the 
Manner of Protecting the Rear of All Bays by Sheet Iron 
Covers, Thereby Guarding the Cable and Wiring Against 
Mechanical Injury, Dust, etc. The covers also serve to 
localize any fire which may start in the cabling and wiring. 
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request is passed over the trunk instead of over 
an order wire. Order wire trunking is costly, 
slow, and the cause of many errors, prominent 
among which are double connections and wrong 
numbers. It requires a high degree of team 
work, which it is difficult to realise and to main- 
tain, between operators in different offices. The 
direct trunking plan for Paris is briefly described 
in the article? by Monsieur Pocholle. The 
equipment of the A positions is extremely simple. 
Each position receives a ten button key set which 
is in no way associated with the manual cord 
circuits and a few individual jacks for each 
office. These jacks are connected to the arcs of 
finders attached to the outgoing junctions to the 
automatic offices. 

An operator, upon receiving a request for a 
subscriber to an automatic office, inserts the 
calling plug into an idle junction jack assigned to 
that office. A double connection is impossible 
as the jack is not multipled on any other position. 
The operator completes the connection by de- 
pressing one after the other the four key buttons 
corresponding to the wanted number. She can- 
not depress the keys too quickly providing she 
depresses each key fully and then allows it to 
return fully. 

Direct trunking equipment of this type was 
installed by the Bell Telephone Manufacturing 
Company for the Swiss Government in Bale, a 
description * of which, by Mr. E. Fry, appears in 
Technische Mitteilungen, the official publication 
of the Swiss Telegraphs and Telephones. Ac- 
cording to this article, A operators receiving 
from the public calls automatically distributed 
to idle plugs, trunk from 53 percent of the 
originating calls and complete the remainder in 
the multiple field before them. The average 
answering time is 2.34 seconds and the average 
load per operator during the busy hour is 425 
calls. These figures are far beyond anything 
possible with order wire trunking, and it is ex- 
pected that the installation of direct trunking 
equipment on the A positions in Paris will not 
only improve the service but will also save the 
Administration many millions of francs a year 
in operators’ salaries. 

The temporary semi-B positions in the auto- 

2 Loc. cit. 

3 “Les centrales téléphoniques locales de Bale,’’ Tech- 
nische Mitteilungen, Issues 2 and 3, 1928. 
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One of the Routine Test Bays with Equipment in Position 
for Four Final Selector Routine Test Circuits. 


matic offices will be retained for the next two or 
three years to handle calls incoming from the 
temporary manual offices. 

During the ten or twelve years that it will take 
to eliminate manual offices from Paris and 
suburban areas, automatic offices will be installed 
at random in both areas. 

Calls between an automatic office in the sub- 
urban area and an automatic office in Paris will 
be completed in exactly the same manner as a 
call between two Paris offices, the only difference 
being that a successful connection will be me- 
tered twice instead of once. Calls from one 
automatic office in the suburban area to another 
automatic office in the suburban area will also be 
completed automatically in the usual way. The 
charge here, however, may involve one, two, or 
four operations of the meter, depending upon the 
distance. The routing of the junctions may be 
made in the most convenient and direct manner. 
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Front View of Three Automatic Traffic Recording Posi- 
tions. The single conductor jacks for the second, third 
and fourth selectors are shown above. Next are the single 
conductor plugs and associated keys and near the bottom 
the service meters. At the extreme left are shown two 
monitoring and service observation positions. 


During this transition period the suburban 
area will be divided into four districts as indicated 
on the plan for the Paris telephone area, each 
district being reached from the city or vice versa 
through a tandem centre indicated by small 


black squares. These tandem centres are now 
in course of construction and will be in operation 
the early part of next year. A Paris automatic 
subscriber desiring a connection with a manual 
suburban subscriber will dial the full number 
listed in the directory. The number will appear 
upon a number indicator before the proper 
tandem call indicator operator. The operator 
will complete the call manually. When the 
calling party hangs up after a successful con- 
nection, his meter will automatically operate 
twice. It will be seen that as far as the Paris 
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automatic subscriber is concerned, the method 
of calling a subscriber in the suburban area is the 
same, whether that subscriber is connected to a 
manual office or to an automatic office. 

Incoming calls from a suburban area to Paris 
will go into the same tandem office but on posi- 
tions equipped for direct trunking to the desired 
automatic office or to call indicator positions in 
the manual offices so equipped. 

Two number short haul toll calls require no 
comment. The subscriber dials the 
proper special service two-digit number and 
arrives at the short haul toll board. The 
wanted party is obtained manually and a ticket 
is made cut for the call. 

For long distance calls, a manual switching 
section is provided, so that the completion of long 
distance calls is the same as in a manual office. 


special 


There are no party lines in Paris, only main 
and P.B.X. lines, and multiple metering requires 
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that each line shall have a service meter. 

As lines without toll deposits are refused long 
distance service, sections of the equipment are 
arranged to send calls for recording from such 
lines to special operators. 
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Sloane Exchange, London 


By R. W. FRASER 


Engineering Department, Standard Telephones and Cables, Ltd. 


Introduction 


JY ITH the introduction of the new auto- 
matic exchange at Sloane, another 
important stage in the conversion to 

automatic working of the London telephone area 
was completed. Cutover was successfully ac- 
complished at midnight on Saturday, July 28, 
1928, when 5,100 lines were transferred to the 
automatic equipment. 

When the British Post Office decided to adopt 
for London that particular modification of the 
Step-by-Step system which provided the transla- 
tion facilities which are so valuable in a great 
metropoliten area, a large amount of develop- 
ment work remained to be done before the system 
could satisfactorily meet the requirements which 
are considered essential by the British Post 
Office for good public service, and the operating 
conditions standardised and specified by the 
Post Office Engineers. This development was 
undertaken by the various manufacturers in con- 
junction with the Post Office Engineers. The 
Sloane equipment, installed to the specification 
of the British Post Office, is typical of the Step- 
by-Step Register-Translator system adopted for 
the service of the largest cities of Great Britain. 
Similar equipments are being installed by 
Standard Telephones and Cables, Ltd., at other 
exchanges in the London area including Ber- 
mondsey, Temple Bar, Langham and Fulham. 

The new Sloane exchange which has an initial 
capacity of 8,400 lines, is located in a new building 
in Sedding Street, off Sloane Square. On the 
ground floor of this building, a temporary manual 
exchange of about 4,000 lines is accommodated. 
On the introduction of the automatic exchange it 
was planned to transfer these 4,000 lines together 
with other lines, which are at present accom- 
modated in adjacent manual exchanges, to the 
new automatic exchange. 


Trunking Scheme 


The trunking scheme of Sloane Exchange 
showing the routing of local, outgoing, and in- 
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coming traffic is given in Figure 1. The numbers 
showing switch quantities on this diagram give 
some indication of the amount of equipment 
involved. 

The fundamental trunking plan is the same as 
in other register systems in that the calling sub- 
scriber does not have direct control of the setting 
up of all the switches involved in a call, the 
dialed impulses being first received by the 
register apparatus (A digit selector and register- 
translator) and the call being then routed through 
the switching plant by trains of impulses sent 
out from that apparatus. In the London area a 
7-digit dialing scheme has been adopted, the 
digits comprising the first three letters of the 
called exchange name and four numerals. The 
register equipment is designed to translate the 
first three digits into any other digits up to six in 
number according to the desired routing of the 
call. The four numerical digits are of course 
sent out unchanged since these operate the 
numerical and final selectors in the case of a call 
to the local or another automatic exchange and 
are displayed at a call-indicator B position in the 
case of a call to a manual exchange. 

The arrangement of letters and figures on the 
dial is shown in Figure 2. 

When a subscriber lifts his receiver to originate 
a call the line switch associated with his line is 
energised and hunts for a free first code selector. 
The A digit selector finder associated with this 
switch is then energised and connects the calling 
line to a free A digit selector from which dial tone 
is received. In response to the first or A digit 
dialed by the subscriber, this selector steps to the 
level corresponding to the numerical equivalent 
of the digit and hunts, in the same way as a group 
selector, for a free register-translator in the group 
associated with that digit. The second and 
third (or B and C) digits and the four numerical 
digits are received by the register-translator. 

When the B and C digits have been received, 
the register-translator commences to send out 
the translated digits over a path which has been 
established through the A digit selector and 
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finder to the first code selector which receives the 
first translated code digit. This path is then 
extended step by step through the switching 
equipment, according to the digits sent out by 
the register-translator. When the last numerical 
digit has been sent out, the A digit selector and 
register-translator clear down and the calling 
line is switched through at the first code selector 


Figure 2—Dial. 


to the talking circuit which has been built up 
through the subsequent switches. 

In Figure 1, the names of London exchanges 
are grouped according to the A digit selector level 
from which they are reached. In order to avoid 
difficulties due to faulty preliminary impulses, 
the arrangement of the letters in the dial is such 
that the A digit is never 1, and the A digit 
selector is designed to release and restore to 
normal should it be stepped up to the first level 
by a preliminary impulse. 

Level 0 of A digit selectors gives access to a 
group of special register-translators which must 
operate as soon as they are seized by a subscriber 
dialing 0. These register-translators are also 
made accessible from one of the later choices 
of other A digit selector levels. This is indicated 
in Figure 1 where the 10 zero-level register- 
translators are shown distributed between levels 
2, 5, 6, 7 and 9. When reached via a level other 
than the 0 level, the zero register-translator 
operates as a regular switch. This is effected by 
means of a shunt-field relay in the register- 
translator, one winding of which is normally 
energised from the first code selector in the 
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direction which prevents the operation of the 
relay. Between level 0 of A digit selectors and 
the register-translators reached from that level, 
the two lines are crossed so that the shunt-field 
relay operates as soon as the A digit selector cuts 
through. 

In the list of exchange names shown in Figure 
1, the numerical equivalent of the first three 
letters of each name is shown at the left and the 
translated code digits indicating the routing of 
traffic to that exchange are shown to the right of 
the name. Local traffic is routed direct to first 
numerical selectors from level 0 of first code 
selectors, the code translation for SLOane being 
0. Traffic to a number of exchanges whose com- 
munity of interest with Sloane is small, or which 
are too far from Sloane to warrant direct junc- 
tions, is routed in one block via level 9 of first 
code selectors to the Tandem exchange; the 
remaining digits of the translations operate on the 
selectors at Tandem to route the call to the 
particular exchange required. 

The traffic to the three exchanges, Western, 
Kensington, and Victoria, is of such volume as to 
warrant its being trunked direct from first code 


selectors, and levels 6, 7, and 8 respectively are, 


therefore, allotted to these exchanges. The re- 
maining five first code selector levels give access 
to five groups of second code selectors, each 
group carrying the traffic to a number of ex- 
changes. The allocation of second selector 
levels to particular exchanges is indicated in the 
list of translations. 

A subscriber wishing to make a trunk call dials 
the digits TRU. The translated digits 902 route 
the call through Tandem and connect his line toa 
recording position at the Trunk exchange. The 
final trunk connection which involves the re-call 
of the calling subscriber, is established via the 
cordless B board mentioned later in connection 
with incoming traffic from manual exchanges. 

A call to any exchange reached through the 
London Toll exchange is made by dialing TOL. 
These digits are translated to 42, establishing a 
connection between the calling line and the Toll 
exchange switchboard. The Toll operator ob- 
tains particulars of the call from the subscriber 
and completes the connection to the called ex- 
change. 

Similarly the digits TEL are dialed when it is 
desired to reach an operator in the Phonograms 
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Figure 3—Subscriber’s Line Switch. 


Office for the transmission of a telegram by 
telephone and the digits DIR when any Directory 
service is required. 

For any special services such as Enquiries, 
Assistance, or Information, the subscriber dials 0. 
This digit is received by the A digit selector and 
gives access to one of the special group of reg- 
ister-translators reached from the tenth level. 
As soon as one of these register-translators is 
taken from level 0 it commences sending out the 
translation 24, which routes the call over one of 
a group of lines terminating in calling equipment 
associated with answering jacks at the manual 
A board. 

Sulscribers who for any reason do not wish to 
have ‘trunk service given on their lines, are con- 
nected to special groups of first code and A 
digit selectors. From levels 0 and 8 of these A 
digit selectors, access is given to a special group 
of register-translators which have a common 


translation for OF TRU, TOL and TEL, this 
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translation being different from those given for 
the corresponding calls from other subscribers. 
Thus a “barred trunks” subscriber calling 
Trunk, Toll or Telegrams, or dialing 0 for as- 
sistance, is connected via a special group of lines 
to an operator who deals with all such calls from 
these subscribers. 

The call indicator method adopted by the 
British Post Office, for handling traffic from 
automatic to manual exchanges in the London 
area, differs from methods previously used, in 
that a call instead of being stored in the manual 
office if the operator is not ready to deal with it 


Figure 4—Group Selector. 
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at once, is held in the automatic exchange. This 
necessitates a scheme for transferring the call 
rapidly over the junction as soon as the position 
becomes free to receive the call, and has resulted 
in the development of the ‘‘code system,” in 
which the call is first routed by the register- 
translator to a coder in the local exchange, the 
coder being temporarily associated with the out- 
going junction by means of a repeater and coder 


L 
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as the coder is discharged it clears down and the 
coder call indicator repeater switches the connec- 
tion through from the last code selector level to 
the outgoing junction. 

Incoming traffic from manual exchanges, in- 
cluding that from Trunk and Toll is handled on 
an order wire basis at a group of cordless B posi- 
tions. Each incoming junction terminates in a 
junction relay group giving access to a particular 
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Figure 5—Register-Translator. 


finder. The coder receives and stores the four 
numerical digits and allows the register-translator 
to clear down in the same way as in a call to an 
automatic exchange. When the manual end is 
ready, the four digits are transferred over the 
junction, not as a series of step-by-step impulses, 
but as a code of short impulses of different 
polarity and strength. These impulses are re- 
ceived and decoded by special apparatus at the 
manual end, the four digits being ultimately 
displayed at the call indicator position. As soon 


selector (as indicated in Figure 1) and has as- 
sociated with it at the position an assignment 
key, a two-position key designated ‘‘order wire 
emergency” in one position and “‘disconnect”’ 
in the second position, and a junction lamp which 
glows when the junction is busy. The ultimate 
capacity per position is 50 junctions but in the 
initial equipment the positions are equipped for 
a maximum of 40. 

The position key set, used in setting up the 
call, consists of a strip of 10 keys of the vertical 
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Figure 7—Floor Plan, Second Floor. 
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push button type numbered 1 to9 and 0. Above 
these is a cancel key of the same type, by means 
of which the B operator can cancel the call, if, 
before completing key-sending, she realises that 
she has set up a wrong digit. 

Two outlet finders (used on alternate days) 
are allotted to each position and give access to 
one of the four outlets allotted to a position. 
The change-over from one finder to the second is 
effected by means of a key at the position. 

An outlet comprises a relay group, a sender 
finder and a junction finder and serves to connect 
the position key set to the sender, and the sender 
to the junction relay group and numerical selec- 
tors. Each outlet has associated with it at the 
position a busy key, by means of which a faulty 
outlet may be busied, and a lamp which glows 
whenever the outlet is engaged. 

When a call is received on an order wire, the 
B operator allots a free junction to the A operator 
at the same time depressing the assignment key 
corresponding to the junction. The operation 
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of the assignment key causes the sender finder to 
hunt for a free sender and the junction finder to 
hunt for the assigned junction relay group. 
When a sender is found, the digit key set is con- 
nected to it via the outlet relay group and finder 
and the junction lamp glows indicating to the 
operator that the sender is ready to receive the 
call. Meanwhile the A operator takes up the 
assigned junction. 

Should the A operator take up an unassigned 
junction the corresponding junction lamp flickers. 
By operating the assignment key of this junction 
the B operator cancels the first assignment. The 
flicker ceases as soon as the new assignment is 
made and the lamp glows when a sender is found. 

The four digits of the required number are set 
up in the sender by the successive operation of 
the corresponding four digit keys at the position. 
When the last key has been operated the outlet 
finder steps on to the next outlet, allowing the 
operator to proceed with another call while the 
sender automatically sends out, to the numerical 
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Figure 8—Suite of Line and Final Units—Line Switch Side. 
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Figure 11—Second Numerical Selector Boards—Power Ends. 
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and final selectors, the four trains of impulses 
corresponding to the four digits which have been 
set up. When sending is complete the sender 
clears down and the junction relay group switches 
the connection through from the B position to the 


Figure 12—Grading on First Numerical Selector Board 
Terminal Assembly. 


selectors, while the common apparatus is released 
and becomes free for another call. 

Supervision is left entirely to the A operator; 
the junction lamp at the B position is ex- 
tinguished, and the apparatus set up in the 
automatic exchange is released when that 
operator withdraws the plug from the outgoing 
junction. 

In the event of the called subscriber being en- 
gaged or of an eleventh step busy on a numerical 
selector, the busy signal is passed back to the A 
operator and to the calling subscriber by the 
automatic apparatus. 

The disconnect key associated with ihe junc- 


tion is used to disconnect, and prevent the use of, 
any junction if a call is notin progress. With the 
key in the ‘“‘disconnect’’ position the junction 
lamp glows indicating that the junction is not to 
be used. The key is thrown when tests are 
being made on relays in the junction relay group, 
or if the junction or relay group is faulty. 

A faulty order wire is disconnected by means 
of an order wire disconnect key at the B position 
and by throwing a junction key to the ‘order 
wire emergency”’ position that junction may be 
used as an order wire. 

Since there is a transmission bridge in the first 
code selector as well as in the final selector there 
is no need for impulse repeaters on lines outgoing 
to automatic exchanges. The CCI repeaters in 


lines to manual exchanges are required for con- 
necting the coder to the junction and provide no 


Figure 13—Register-Translator Rack and A Digit Selector 
Board Terminal Assembly. 


transmission feed when the final connection is 
established. 

The local switch train in a call to automatic 
or manual exchanges is held by the first code 
selector. In a call incoming from an automatic 
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exchange, the incoming switch train is held by 
the final selector and in a call from a manual 
exchange a transmission bridge in the junction 
relay group is under the control of the A operator 
at the manual exchange and provides a loop for- 
ward to the final selector which holds the first and 
second numerical selectors over the release trunk. 

The relay groups provided in the lines to 
special services (directory and assistance) are 
required to provide signaling facilities. 
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coder, is built up on these two types of switches. 
The arrangement of apparatus in the register- 
translator assembly is shown in Figure 5. 

The subscriber’s line switch and the various 
finder switches indicated in the switching scheme 
diagram are of the type shown in Figure 3. 
Since the outlets from the banks of line switches, 
A digit selector finders and coder finders are 
graded, these switches are of the homing type, 
so that only 24 of the 25 points are utilised, the 


Figure 14—CCI Repeater and Coder Finder Racks. 


Apparatus 


In order to comply with British Post Office re- 
quirements, the register-translator system has 
been built up on the general type of apparatus 
which has become practically standard in Step- 
by-Step systems. Typical switches as used in 
the Sloane equipment are shown in Figures 3 
and 4, and with the exception of the minor 
switches used in the register-translator, the whole 
of the switching plant, including the larger switch 


units such as register-translator, sender and 


wipers resting in the home position on the first 
set of contacts. The junction finder is equipped 
with a double bank and two sets of single-ended 
wipers in the manner normally adopted to pro- 
vide a 50-point switch. 

All code, numerical and final selectors in the 
Sloane equipment, with the exception of the final 
selector for large P.B.X. groups, are of the type 
shown in Figure 4. Group selectors arranged to 
hunt over 20 outlets in one level are not installed, 
though these are being adopted in later ex- 
changes which are being installed in the London 
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area by Standard Telephones and Cables, Ltd. 

Small P.B.X.’s with not more than 10 ex- 
change lines are reached through final selectors 
which are designed to commence hunting over the 
P.B.X group if the first line reached by dialing 
is found busy. If all lines are busy, the wipers 
stand on the last line without being electrically 
connected to it, while the ‘“‘busy”’ signal is sent 
back. The switch is also designed to give access 
to individual lines so that, if desired, both P.B.X. 
and individual lines may be accommodated on 


Figure 15—CCI Repeater and Coder Finder Rack—Rear 
View. 


the same level, as long as the lines to one P.B.X. 
are consecutive. 

The 11-20 line P.B.X final selector is con- 
structed on the lines of the 20-group selector. 
The P.B.X. group is reached when the tens digit 
of the directory number is dialed and the switch 
then automatically hunts over the P.B.X. group 
testing two lines in each position. 


In the initial equipment of Sloane exchange 
there is only one P.B.X. having more than 20 
lines. The final selector giving access to this 
P.B.X. consists of two 50-point rotary switches 
and an associated relay group. In the Sloane 
switching scheme the P.B.X. is reached when the 
hundreds digit has been dialed. Hunting is de- 


Figure 16—Coder Racks and Junction Apparatus Racks. 


layed until the tens digit has been received, after 
which one of the switches commences to hunt 
over 49 lines and if it fails to find a free outlet, 
the second switch hunts over the remaining lines 


in the group. If all lines are engaged, the 
‘“‘busy”’ signal is returned from the last point of 
the second switch. A final selector of this type 
gives access to a maximum of 97 lines. 

With the trunking arrangement used in Sloane, 
the large group P.B.X. takes up 100 numbers in 
the exchange numbering scheme. In later ex- 
changes, where the number of large group P.B. 
X.’s would involve the suppression of an ab- 
normally large number of directory numbers, 
an additional switching stage is introduced, 
the P.B.X. final selector being reached from a 
third numerical selector. 
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Figure 17—Cabling from MDF to Line and Final Units. 


The various relay groups, such as junction relay 
groups, CCI repeaters, etc., are mounted one or 
two circuits per base on standard base plates. 
Figures 14 and 16 show some typical groups. 


Equipment 


The layout of the automatic equipment on the 
first and second floors is shown in Figures 6 and 7, 
and some typical views showing methods of 
mounting apparatus are given in Figures 8 to 16. 
Figure 8 shows the line switch side of a suite of 
seven line and final units, the line switches and 
associated line and cutoff relays being mounted 
100 per unit on two gates carrying 50 each. The 
arrangement of the final selector side of the rack 
is seen in Figure 9. 


Double-sided racks of the type shown in 
Figure 10, are used for mounting all code and 
group selectors, A digit selectors and 11-20 P.B. 
X. final selectors. In Figure 11 a view is given 
of the power ends of a number of second nu- 
merical selector boards. 

The grading between selector stages is carried 
out on terminal assemblies located at the end of 
the selector boards. A typical example of this 
grading is shown in Figure 12. The selector 
banks are multipled in half shelves of 10, the 
multiple from the bank of each half shelf of 
selectors (designated A, B, C, D, etc., on each 
side of the board, as shown in Figure 10) is 
brought out to the terminal assembly, the 10 
outlets from each of the 10 levels (numbered 1 
to 9 and 0 in Figure 12) being arranged in one 
horizontal row. In the example shown in Figure 


12, only 10 half shelves per side are equipped. 
The grading of the outlets from each level is then 
carried out by commoning up with lengths of 
bare cadmium copper wire. 

Figure 13 indicates the method of mounting 
register-translators, 10 on each side of the rack. 


Figure 18—Subscribers’ Meter Rack—Rear View. 
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In order to facilitate the replacement of a faulty 
register-translator panel, the panels are arranged 
to jack into position on the rack and are secured 
by wing nuts which are easily accessible. The 
impulse machine which operates the interrupter 
springs associated with all the register-translators 
on one side of the rack, jacks into position along- 
side the fuse panel. The machine consists of a 
small motor, which by means of an eccentric on 
its shaft, imparts a reciprocating motion to the 
common rod controlling the moving spring of 
each springset. To ensure that the impulse 
speed for all machines shall be the same, the 
motors are all driven from a common motor 
alternator, the speed of which is controlled 
within limits of + 2 percent. 

On the right of Figure 13 a portion of the 
terminal assembly end of the A digit selector 
board is seen, the doors being removed to show 
the grading between A digit selectors and 
register-translators. 

Figure 14 shows a suite of 5 CCI repeater and 
coder finder racks. Each relay panel mounts 
the apparatus for two repeater circuits, the com- 
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Figure 19—CCI Repeater Routiner. 
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Figure 20—Distribution Fuse Panel (Second Floor), Power 

Supervisory Apparatus and Subscribers’ Meter Rack. 
plete rack capacity consisting of 100 repeater 
circuits and 100 finders. A rear view of the 
CCI repeater rack showing wiring and routiner 
access equipment is given in Figure 15. 

The coder rack (Figure 16) is of the same type 
as the register-translator rack. Two coders 
are mounted as one unit which jacks into position 
on the rack and the complete rack equipment 
consists of 40 coders. One impulse machine, 
with motor, is mounted on each side of the rack. 

Figure 16 also shows a suite of junction ap- 
paratus racks. Each rack is designed to carry 
the junction relay groups for two cordless B 
positions, the present equipment being 80 circuits 
and the ultimate capacity 100. This rack also 
mounts the 8 junction finders associated with the 
two positions. Outlet racks each designed to 
carry the equipment for ten positions are used 
to mount the remainder of the outlet apparatus. 

Two typical cabling views are given in Figures 
17 and 18. The former shows the cabling from 
the M.D.F. on the first floor to the line and final 
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units on the second floor. The other shows the 
cabling at the rear of the subscribers’ meter rack. 


Maintenance and Testing 


The maintenance and routine testing of a large 
register-translator installation constitutes a for- 
midable task. This has, however, been simplified 
by the introduction of automatic routiner equip- 
ment which is being specified by the British Post 
Office for all such exchanges. 


This equipment is designed to carry out a 
series of routine tests on each of a particular 
group of circuits, the tests proceeding from circuit 
to circuit automatically, until the whole group 
has been tested or until a fault is found. The 
nature of the particular fault is indicated by one 
of aseries of lamps. These automatic routiners 


are provided for register-translators, first code 
selectors, CCI repeaters, coders, junction relay 
groups, senders, 11-20 and 21-97 P.B.X. final 


Figure 22—Manual Operating Room—Cordless B Positions. 
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Figure 23—Test Desk and MDF. 


selectors. The CCI repeater routiner is shown 
in Figure 19. To connect the routiners to the 
apparatus under test, access equipment is pro- 
vided at the apparatus racks. The routiner ac- 
cess equipment for CCI repeaters is shown in 
Figure 15. This method of mounting the access 
equipment will only be used at Sloane, where 
the routiner equipment was ordered after in- 
stallation of automatic equipment had com- 
menced. 

The common supervisory and alarm apparatus 
for the automatic and power equipment, in- 
cluding time alarm relays used on delayed alarm 
circuits and ceiling lamp relays, is mounted on 
the supervisory panel, shown in Figure 20. The 
supervisory apparatus particular to a unit is 
mounted at the unit. In the case of the selector 
board, for example, this apparatus is mounted 
above the fuse panel, as shown on Figure 11. 
The supervisory scheme provides for an alarm 
being given in the apparatus room by a ceiling 
lamp and a bell during the day; at night the 
alarm is extended to the manual board, rings a 
night alarm bell and lights an urgent or non- 
urgent supervisory lamp according to the nature 
of the fault. 

The fuse panel on the third bay of the super- 
visory panel mounts the fuses for supervisory 
apparatus, ringing, ringing return, and busy tone 
circuits and circuits distributing 3-phase current 
to the interrupter motors on register-translator, 
sender and coder racks. 

On the upper part of the fourth bay is mounted 
a fault localisation jack panel, associated with 


Figure 24—Machines. 


the busy and N.U. tone circuits. The busy tone 
lead to each line and final unit and to each side 
of a selector board passes through a break jack on 
this panel. Should a partial earth fault occur in 
any of the tone distribution leads, the fault may 
be localised by plugging a telephone set into the 
listening jack beside the jack panel, and listening 
to the tone received through each jack, when 
tested by the plug and cord seen in the photo- 
graph. The effect of a partial earth fault on any 
lead is to weaken the tone on all leads. When 
the listening plug is inserted in the jack as- 
sociated with the faulty lead, the fault is cut off 
and the normal tone is heard, while in all other 
jacks a weak tone is heard. To facilitate testing, 
a group test is provided by means of a number of 
master jacks, so that a group of leads including 
the faulty lead may first be located, and then 
the actual lead found by testing the individual 
jacks in the group. 


Manual Board Equipment 


The A board in Sloane exchange (Figure 21) 
consists of a suite of twenty-eight positions in- 
cluding one service P.B.X. position, two super- 
visors’ positions and twenty-five positions for 
assistance, interception and coin box service. 
The switchboard sections are similar to those of 
the standard No. 10 board but have no sub- 
scribers’ multiple. 

A group of twenty-four circuits to first nu- 
merical selectors is multipled over the A board, 
for completing local connections, and a similar 
group of 30 lines to first code selectors is provided 
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for outgoing calls requiring the use of a register- 
translator. 
The cordless B suite (Figure 22) consists of 


eighteen positions. The main features of these 


positions have been described in connection with 


Figure 25—Battery Room. 


the method of handling traffic from manual ex- 
changes. 

The 5-position test desk is shown in Figure 23 
with the test jack frame, used for testing outgoing 
junctions, mounted alongside. Each outgoing 
junction passes to the M.D.F. via one of the jacks 
on this frame. By means of a circuit which 
terminates in a plug at the test jack frame and 
in a multiple jack at the test desk, any junction 
can be extended to the desk for testing purposes. 
The pendulum of the dial speed tester is mounted 
on the panel above the test jack frame. 


Power Equipment 


The capacity of the power plant of a register- 
translator exchange, such as Sloane, is necessarily 
much greater than is commonly provided in 
telephone exchanges, since it is estimated that 
the peak load reached during the busy hour will 
be of the order of 1,200 amperes. 

The two charging sets shown in Figure 24 have 
each an output of 1,200 amperes at 57 volts, with 
regulation between 50 and 68 volts. Generators 
of the telephone type are used so that, if re- 
quired, they may carry part of the load during 
busy periods. The motors are 400 volt shunt 
wound D.C. machines designed to run at a speed 
of 600 r.p.m. 
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The two motor-alternators, controlling the in- 
terrupter motors for register-translators, senders 
and coders, are seen in the background of Figure 
24. The two sets are driven from the 50 volt 
battery supply and each supplies alternating 


Figure 26—Power Board, D.F.P. (First Floor) and Manual 
Fuse Panel. 

current at a frequency of 40 cycles for coders 

and 20 cycles for register-translators and senders. 

Provision is made for automatically switching in 

either set in the event of a failure in the supply 

from the other set. 

The two 25-cell batteries have each an ulti- 
mate capacity of 7,496 ampere-hours at a 9 hour 
rate and are equipped initially with plates for an 
output of 6,460 ampere-hours. One counter- 
E.M.F. battery of 7 cells is provided for P.B.X. 
power supply. A view in the battery room is 
given in Figure 25. 

The main discharge circuits are connected to 
the power board, on the negative side, ‘through 
circuit breakers mounted in the power room, on 
the dividing wall between the battery and power 
rooms. The positive discharge leads are con- 
nected to a common earth bar supported on the 
wall behind the power board. 

Connections are run from the power board to 
the distributing bars on the distribution fuse 
panels on both floors and, from the main earth 
bar, to auxiliary earth bars, one mounted at the 
rear of the distribution fuse panel on the first 
floor, and one mounted above the fuse panel on 
the second floor. Owing to the voltage limits of 
46 to 52 volts at the D.F.P.’s, which must be 
maintained under all load conditions and also 
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on account of the size of the maximum discharge 
current, the conductors between batteries and 
D.F.P.’s must be of considerable cross-section. 
Consequently hard drawn copper bars, supported 
on porcelain insulators, have been used. The 
negative conductors are insulated throughout by 
strips made of an asbestos compound. 

The distribution from fuse panels to apparatus 
racks is effected by means of V.I.R. cables, run 
in cable racks. The cross-section area of these 
leads is such as to ensure correct operation of 
switches and absence of crosstalk. 

The power board is shown in Figure 26. The 
three panels on the left are equipped with the 
automatic change-over switches for the two 
motor-alternators and the two ringing machines. 
On the main power panels are mounted the over- 
load and reverse circuit breakers and _ field 


regulators for the two charging machines, to- 
gether with the voltmeter, plug bus bars and 


switches. The arrangement of the plug bus bars 
and switches is such that either machine may be 
used to charge, or to share the load with, either 
battery. 

The distribution fuse panel for the equipment 
on the first floor, the manual fuse panel supplying 
manual board circuits and the panel supplying 
ringing current and 30 volt direct current to 
P.B.X.’s are mounted to the right of the power 
board. 

The distribution fuse panel serving the second 
floor is shown in Figure 20. In this view the 
guard has been removed to show the positive bus 
bar coming up through the floor. 
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An Artificial Traffic Machine for Automatic Telephone Studies 
By E. A. ELLIMAN and R. W. FRASER 


Engineering Department, Standard Telephones and Cables, Ltd. 


ESIGNERS of automatic telephone ex- 
change equipments have at all times 
felt the need for positive data to enable 

them to provide the most economical, yet ade- 
quate, quantities of equipment for efficient 
service. Consequently close attention has been 
given to the theory of probability by means of 
which fundamental formule and curves have 
been devised, enabling the equipment engineer 
to determine readily the equipment quantities 
required to carry any known traffic with a par- 
ticular switching arrangement and a specified 
grade of service. Various investigators engaged 
in probability research have produced basic 
formule, which, while being approximately in 
agreement for general traffic conditions, are 
nevertheless at variance in certain respects owing, 
in some cases, to the different physical assump- 
tions made, and in other cases, to the different 
methods of interpreting these assumptions in 
developing formule. Each has in turn resorted 
to experiment to justify assumptions and to 
obviate laborious or impracticable mathematical 
work. In these experiments different methods 
have been employed to reproduce physically a 
sequence of events governed by the laws of pure 
chance and analogous to those obtaining in tele- 
phone traffic. So far as the writers of this article 
are aware, all the methods hitherto adopted re- 
quired a long period of time for one experiment, 
and involved careful plotting on graphs of a very 
large number of points. As a test, the method 
often adopted, of obtaining from a telephone 
directory a random series of four-digit numbers 
representing the times of call originations in 
ten-thousandths of the busy hour, was tried and 
it was found that with two men employed on the 
work there was an average interval of 20 seconds 
between the recording of two successive call 
originations on a graph. In this method each 
originating call is assumed to continue for a 
constant holding time—usually 2 minutes— and 
the number of simultaneous calls in progress at 
any interval is indicated as shown in Figure 1. 
If ten switches are being considered, any call ar- 


riving whilst ten simultaneous calls are in prog- 
ress is lost. This condition is reached at points 
‘*X” marked on the graph. To obtain reliable 
results the experiment should be continued until 
about 20 lost calls are recorded so that to verify 
conditions with a grade of service of 1 in 1,000 
(P = 0.001) it would be necessary to record 
20,000 calls on the graph. This, at the rate in- 
dicated, would occupy 222 man-hours and even 
if by practice this time could be reduced it will 
be seen that one experiment involves a con- 
siderable amount of labour and time. 
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GRAPHICAL METHOO OF ARTIFIC‘AL TRAFFIC EXPERIMENT. 
Figure 1—Simultaneous Calls in Progress at Any Interval. 


The object of this article is to outline a develop- 
ment which has been undertaken with a view to 
producing a machine for the production, distribu- 
tion and analysis of artificial traffic so that ex- 
periments may be carried out within a reasonably 
short period of time and with a considerable re- 
duction of the tiresome work involved in graph- 
ical methods. Whilst the design of the machine 
described here is limited to the study of the 
comparatively simple trunking arrangement 
known as two-group grading, the principle in- 
volved readily admits of an extension of its 
application to more general cases. 

Two main requirements have to be met in the 
machine: 
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1. It must produce a random time distribution 
of originated calls. 

2. It must give facilities for applying the traffic 
so produced to particular switching ar- 
rangements, in such a manner that the 
traffic distribution through the system is 
readily obtained. 


Production of Artificial Traffic 


The time distribution of call originations is 
arranged to satisfy the following conditions: 

1. Calls must originate in a purely chance 
manner. 

2. The calling rate taken over a long period must 
be uniform. 

3. A large number of call originations per holding 
time must be possible. This means that 
the traffic must represent that which 
would originate from a large number of 
subscribers. 

To obtain numerical results readily, steel 
balls such as are used in ball bearings are utilised 
to represent calls, thereby giving each originated 
call a physical identity. The random traffic 
distribution is obtained (Figures 2 and 3) by 
directing a stream of balls from a funnel on to a 
large steel ball placed above the centre of a wire 
grid which supports a small number of funnels 
connected to rubber tubes leading to the lower 
part of the machine. The balls, after striking 


Figure 2—Random Traffic Distribution Illustrating Stream 
of Balls, Large Steel Deflecting Ball, Wire Grid and Rubber 
Tubes Leading to Lower Part of Machine. 


the deflecting ball, are scattered in a random man- 
ner over the grid as indicated in Figure 2 and a 
small proportion at chance intervals enters one 
or other of the funnels, which are spaced irregu- 


larly over the grid. These balls now represent 
originated calls, and the remainder which have 
fallen through the grid are directed by means of 
an inclined plane to a container fixed on the out- 
side of the cabinet. The balls collected in this 


Figure 3—Artificial Traffic Machine. Lower part of 
mechanism represents switching equipment. 


container are regularly transferred to the main 


supply at the top of the cabinet. The box con- 
taining the supply of balls is provided with an 
inclined glass-lined base so that an even flow of 
balls is supplied to the funnel. The funnel 
adopted, after several experiments with different 
shapes and types, consists of a loud-speaker horn 
which is hinged to the supply box so that the 
slope may be adjusted to the best value for an 
even flow. A baffle plate is fitted at the outlet 
from the funnel, and is operated by means of a 
shaft terminating in a milled nut at the side of the 
cabinet. This baffle plate serves to direct the 
stream of balls on to the deflector. The deflector 
is provided with both horizontal and vertical 
adjustments. The distribution of the balls can 
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therefore be adjusted to cover the whole area of 
the grid over which they are scattered. 


Method of Setting up Switch Arrangements 


The balls which enter the rubber tubes are led 
through the inclined plane on which the other 
balls fall. They then drop into a wooden runway 
which directs them to the lower part of the 
machine representing the switching equipment. 
The original design represented two switching 
stages—a 24- or 25-point line switch stage fol- 
lowed by a 10-point selector stage. The arrange- 
ment is shown in Figure 3, and although this has 
been modified in the later design it is described 
here to indicate the facilities which may be 
provided. 

In Figure 3 the multipled 25 outlets from a 
group of line switches is represented by an in- 
clined aluminium runway with 25 holes, each 
hole being provided with a ‘“‘busying” device 
arranged to close it for a period equal to a call 
holding time whenever a ball drops into it. A 
ball starting from the beginning of the runway 
proceeds along it, passes all busy outlets and 
enters the first free one, thus giving a mechanical 
representation of a call hunting by means of a 


Figure 4—Artificial Traffic Machine. First three outlets 
shown engaged by means of ‘‘busying’’ device. 
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line switch for a free outlet. Before they enter 
the line switch runway, the balls from the wooden 
runway pass through a separating device which 
ensures a certain time interval between the 
arrival of two balls in the line switch runway. 
This is done to prevent the mechanical equivalent 
of a double connection, which would otherwise 
occur in the machine more frequently than in 
actual practice. A ball which finds all line 
switch outlets engaged falls through a hole at the 
end of the runway into a tube leading to an 
overflow bin. This represents a call which has 
failed to find a free outlet on the first half-revolu- 
tion of a line switch; but since a line switch con- 
tinues to hunt till a free outlet is found, this ball 
must immediately be transferred to the beginning 
of the line switch runway and must be allowed 
to hunt again. 

For convenience in designing the cabinet, the 
25 outlets representing the line switch multiple 
are arranged in two groups, one of 13 and one of 
12—the upper two runways in Figure 3. If it is 
desired to represent the 24-point multiple of the 
homing line switch, one of the 25 outlets is 
permanently “ busied.”’ 

The outlet ‘“‘busying”’ device shown in Figure 
3 consists of an ebonite roller mounted below the 
outlet. Attached to the side of the roller is a 
short glass tube the bore of which is slightly 
greater than 5/16”. A 5/16’ diameter steel ball 
is enclosed in the tube; the remaining space is 
completely filled with a mixture of glycerine and 
water, and both ends of the tube are sealed. 
In the free condition, the tube takes up a vertical 
position due to the weight of the steel ball, and 
in this position the roller presents a pocket to the 
outlet in the runway. A steel ball on reaching a 
free outlet, drops into the pocket, turns the roller 
over and drops into a runway below, parallel to 
the first, and leading to the next switching stage. 
Meanwhile the roller having been turned over is 
prevented from returning to the normal position 
by a pin which engages a pawl, the arrangement 
being such that the roller can rotate in one 
direction only. In the locked position, the roller 
closes the runway outlet while the glycerine 
tube is held in a position slightly inclined to the 
horizontal. In Figure 4 the first three outlets are 
shown engaged. The ball enclosed in the tube 
rolls slowly down, the motion being restricted by 
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the glycerine. When the ball has passed the 
centre of the tube its weight turns the roller over 
to a second normal position 180° removed from 
the first. In this position a second pocket is 
presented to the outlet which is, therefore, free 
again. The time taken for the roller to leave one 
normal position and restore to the second repre- 
sents the holding time of the call. The average 
value of this time should be the same for all 
rollers to reproduce conditions corresponding to 
those assumed in theory. 

In the original design, a ball having taken a 
line switch outlet is carried by means of the run- 
way below the rollers to the top of a similar run- 
way equipped with 10 outlets representing the 
multipled outlets from one level of a group of 
selectors. The delay between the seizure of a 
free line switch outlet and the subsequent seizure 
of a selector outlet is somewhat longer in the 
traffic machine than in actual automatic switch- 
ing. The runways are, however, arranged so 
that the time between the commencement of 
hunting at the line switch stage and the com- 
mencement of hunting at the selector stage is 
the same for all calls. Thus the slower hunting 
speed and delay between stages does not affect 
the traffic distribution. 

Since the traffic from subscribers’ line switches 
is not all routed over the same level of first 
selectors, the artificial traffic machine must be 
arranged to satisfy this condition. For the 
purpose of traffic experiments it is not necessary 
to study more than one level; traffic to the other 
levels need not be analysed. A mixture of two 
sizes of balls is, therefore, used and, after leaving 
the line switch runway, the balls pass a separating 
device which routes the larger size to the selector 
runway and the smaller size, representing traffic 
to other levels, to an analysis bin. The mixture 
of the two sizes thus controls the average value 
of the fraction of the total traffic routed over the 
level which is being studied. 

The outlets in the selector runway are tested 
in turn in exactly the same manner as already in- 
dicated, and when a free outlet is found, the ball, 
having turned the roller over, is dropped into an 
analysis bin placed below the roller. If all 10 
outlets are busy the ball drops through a hole at 
the end of the runway into a separate bin. Thus 
the number of calls received by any one outlet or 


Runway Provided for Two-group 


Figure 5—Double 
Grading. 


the number of lost calls is given by the number of 
balls found in the corresponding bin at the end of 
the test. 

In order to carry out tests on the distribution 
of traffic at the line switch stage, two sets of 
analysis bins, corresponding to the two halves of 
the line switch runway, are provided. These 
analysis bins can be seen in Figure 3, numbered 
1, 5, 10, 15, 20 and 25. When these bins are 
placed in position alongside the runways, the 
balls which take line switch outlets drop into 
short channels each leading to a bin corresponding 
to a particular outlet. 

Facilities for two-group grading are provided 
by duplicating the whole of the mechanism rep- 
resenting the switching arrangements as de- 
scribed above. The rubber tubes from the wire 
grid are divided into two groups leading to two 
wooden runways which serve the two sets of line 
switch and selector runways. Each of the 
duplicate line switch and selector runways con- 
sists of two channels fitted close together and 
equipped with one set of rollers double the width 
of the first rollers so that the two outlets con- 
trolled by one roller may be ‘‘busied”’ by a ball 
from either channel. The double runway is 
mounted alongside the first, and the partition 
between the single runway and the adjacent 
channel of the double runway is provided with a 
series of gates, one between each pair of outlets. 
The arrangement is shown in Figure 5. At the 
beginning of the line switch or selector runways, 
the balls enter the two outer of the three channels 
so that if it is desired to run the two groups of 
outlets with no grading, the centre channel is not 





ELECTRICAL COMMUNICATION 


used. If some of the outlets in the two groups are 
to be graded, the gate before the first graded out- 
let is thrown across the single runway, so that a 
ball finding the individual outlets in that runway 
engaged, is deflected into the centre channel and 
proceeds to test the outlets which are also being 
tested by balls in the outer channel of the double 
runway. A trunking arrangement with indi- 
vidual outlets following graded outlets (called 
‘reversed grading’’ by the British Post Office) 
can be provided by setting the gate after the last 
graded outlet across the centre channel, so that 
a ball which finds the graded outlets in the centre 
channel engaged, is returned to the single runway 
to test the last group of individual outlets. 
Arrangements are also provided in the machine 
for enabling a call to be routed from either of the 
two line switch multiples to either of the two 


selector groups. Thus, a ball having taken a 


particular line switch outlet, may either drop 
into the channel immediately below it and lead- 
ing to one selector runway, or, by means of a 
deflector which clips on to the channel below the 
roller, the ball on falling out of the roller may be 


deflected to the runway which leads to the other 
selector group. 

The trunking scheme of the machine as de- 
scribed above is shown in Figure 6. 

It was proved that with the design of ‘‘ busy- 
ing’’ device described above, owing to the diffi- 
culty of adjusting all rollers to have the same 
average holding time, it-was not possible to ob- 
tain any accurate results from tests. This 
difficulty was caused by the slight differences in 
the several timing devices and the individual 
adjustments which were necessary for each. It 
was, therefore, decided to introduce a timing 
device with a common control, the arrangement 
being such as to utilise the first model as far as 
possible. 

The timing arrangement adopted is shown in 
Figure 7, and consists of a series of shafts, one 
running below each set of rollers, and all shafts 
being driven through gearing from a small electric 
motor fitted inside the cabinet. Each shaft 
carries a number of wheels (one per roller) which 
are driven through a friction clutch. The 
glycerine tubes are removed from the rollers, and 
one of the two pockets is filled in to load the 
roller, so that normally it takes up a position with 
the other pocket open to the runway. In this 


free position, the corresponding wheel on the 
rotating shaft is prevented from turning by means 
of a pawl which engages with a notch in the 
wheel. When the outlet is taken, the roller 
turns over as before, and in doing so, a pin, fitted 
in the side, strikes the pawl, and raises it out of 
the notch in the wheel, which immediately moves 
away from the normal position. The ball having 
dropped out of the roller, the latter tends to re- 
turn to normal, but is prevented by the pawl, 
which now rests on the rim of the wheel against 
which it is forced, both by its own weight and by 


the roller. The outlet is thus held “busy” until 
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Figure 6—Trunking Scheme of Artificial Traffic Machine 


the notch in the wheel has made a complete 
revolution, when the pawl drops in and releases 
the roller, and at the same time locks the wheel 
again. 

One complete turn of the shaft, therefore, re- 
presents a call holding time, and since all shafts 
are controlled by the same moter, the holding 
time of all outlets is the same. By varying the 
speed of the motor, the holding time may be ad- 
justed within limits to any desired value. 

The introduction of this type of ‘‘busying”’ 
device in the original model permits the use of 
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only 23 of the 25 outlets in each line switch 
group (in Figure 7: outlets 12, 13 and 25 are 
shown permanently “busied’’). The capacity 
of the machine is, therefore, reduced for the 


Figure 7—Artificial Traffic Machine with Common Control 
“Busying’’ Device. 


present to one switching stage with facilities 
for studying the traffic distribution in two groups 
of outlets, each group consisting of any number of 


outlets up to 22. The arrangements for direct or 
reversed grading between these groups remain 
unchanged. 

Although the reduction to one switching stage 
reduces the scope of the machine, it is possible 
with the single stage to study problems associated 
with the standard 10-group selector or with the 
20-group selector. In this way the accuracy of 
the underlying principle of the machine may be 
tested and the machine may then be applied to 
the solution of problems such as arise, for ex- 
ample, with reversed grading. If required, ar- 


rangements can be made for adding the second 


stage. 


Method of Making Tests 


Before a test is run on the machine, a pre- 
liminary experiment must be made to ascertain 
that a satisfactory volume of traffic is being ob- 
tained. The balls are allowed to run from the 
funnel, and the baffle plate and deflecting ball are 
adjusted to give a satisfactory distribution over 
the grid. The wooden runways leading to the 
lower part of the machine are closed to prevent 
the balls from proceeding further, and the time 
taken for a number of calls to originate is 
measured. From this the number of calls per 
holding time—i.e., the traffic—is obtained, and if 
any change is required to the value given, this 
can be effected either by adjusting the number of 
rubber tubes or by altering the position of some 
of them on the grid. 

To commence a test on both line switch and 
selector stages, the required grading and cross- 
connecting arrangements are made, and the 
balls are allowed to run through the machine 
until a number of calls are in progress. During 
the preliminary run all the balls are collected in a 
common bin placed below the selector runways. 
These calls do not count in the test. The test 
interval commences from the time when all the 
mounted on a platform at the 


analysis bins, 
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Figure 8. 


bottom of the machine, are pushed forward into 
position below the rollers. 

At the end of the test period, the platform with 
the analysis bins is withdrawn and the common 
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bin is replaced. The aperture between the baffle 
plate and the funnel mouth is then closed to stop 
the flow of balls. 

A test on the line switch stage only, is carried 
out in the same manner except that during the 
preliminary run the balls are allowed to proceed 
to the selector stage, or in the present model, toa 
common starting bin. The test period com- 
mences when the group of wooden analysis bins 
is placed up against the runway and ends when 
these bins are withdrawn. 


Results of Tests 


The machine in its modified form has been 
employed to determine the distribution of 
traffic in certain simple cases where the solution 
can also be derived mathematically. Results of 
such experiments are reproduced in graphical 
form in Figures 8 and 9 and in tabular form in 
Tables I and II. It will be seen that in Figure 8 
the mechanical analysis closely approximates to 
that deduced by theory; the machine, therefore, 
furnishes a direct means of solution for the com- 
plex cases where precise mathematical solutions 
are too laborious or are impossible. 


TABLE I 


Test of Distribution of Traffic in a Group of Ten Outlets 
Hunted for in a Definite Order 


Summary of Results 


. 4 hours 
995 

110 seconds 
76 TC. 


DP AHORIO! Sst ke oe ee siosks S% 
Total Number of Originated Calls......... 
Average Holding Time of Calls............ 
Traffic (a) 


Distribution 








Traffic Units (T.C.) Calls 


Outlet | 
No. (r) Theoretical 
(a,;) 





Test Theoretical 


115.6 
12255 
108.3 
104.3 
98.0 
90.6 
81.8 
71.8 
60.4 
48.3 
103.1 


.884 
.856 .860 
817 .828 
779 796 
734 .748 
-680 -692 
.641 .625 
.550 548 

9 451 461 
10 382 .369 
O/F .833 789 


.879 
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7.602 7.600 
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TABLE II 


Test of Distribution of Traffic in a Two-Group Grading with 
Two Individual and Nine Common Outlets 


Summary of Results 


Ditton Mest he ko ye aa hea 5 hours 
Number of Calls to Group 1 475 

Number of Calls to Group 2. . 971 

fotal Number of Calls... 0. 56s. cee es 1,446 
Average Holding Time of Calls........... 104.6 seconds 
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Distribution 


Traffic Units (T.C.) Calls 
Outlet 
No. 





Calls | 
Theoretical 
124.1 
143.1 
146.0 
140.9 
135.0 
128.0 
119.0 
108.0 


Test Theoretical 
139 
.852 
.869 145 
838 142 

137 .815 .803 137 

128 761 761 128 

124 ot .708 124 

113 .672 643 113 

8 99 .589 .570 99 95.8 

9 83 493 490 83 82.4 

10 67 .398 400 67 67.3 
O/F 138 .821 .927 138 155.9 


1 Grp. 1 124 ot 
1“ 146 | 868 
145 .862 
142 .844 


MID Ui de Ge bo 








8.597 8.600 1,446 1,445.5 











Totals. ..| 1,446 
| | 


The points through which the theoretical curve 
in Figure 8 is drawn are those given in column 
4 of Table I and are derived from the formula: 


a™ 
r— i! 





va aaa a as. 


= z 


l+a+5 


where a, = traffic carried by the 7th choice switch 
of a fully available group hunted 

for in a definite order, and 
a = total traffic approaching the group. 


The expression: 


r 


+5 


r! 


represents the probability that a group of 7 
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switches is completely occupied and can be de- 
noted by ~,. The formula for a, can, therefore, 
be expressed as: 

a, = a(pr-1 — pr). 


The theoretical curve in Figure 9 is deduced in 


ARTIFICIAL TRAFFIC MACHINE 


DISTRIBUTION OF TRAPEIC Im A TWO- GROUP GRADING 
WITH 2 INDIVIDUAL AND @ COMMON OUTLETS 
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Figure 9. 


The traffic carried by each 
is calculated from the 


a similar manner. 
individual first choice 


formula, and the total overflow to the common 
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second choice is then known. The total traffic 
which, presented to the first choice of a single 
group of ten outlets, would give the same over- 
flow to the second outlet can then be determined. 
This traffic is then substituted for the term ‘‘a”’ 
in the above formula to give the approximate 
theoretical traffic distribution over the common 
outlets. Figure 9 indicates the extent to which 
the experiment agrees with the approximate 
mathematical method. 


Further Developments 


The development of this model has led to the 
proposed design of an electrically controlled 
system in which the present arrangements for 
giving a random time distribution of originated 
calls would be retained while the switching ar- 
rangements would be represented by groups of 
relays and message registers, the latter giving the 
traffic analysis by direct readings. Such a 
scheme would be more flexible than the me- 
chanical arrangement; and with the provision of a 
small distributing terminal assembly, would give 
facilities for studying any trunking arrangement. 





Telephone and Telegraph Statistics of the World 


Compiled by Chief Statistician’s Division American Telephone and Telegraph Company 


Telephone Development of the World, by Countries 
January 1, 1927 


Number of Telephones Increase in 
Per Cent Telephones Number of 
Government Private Total of Total per 100 Telephones 
Systems Companies World Population During 1926 
NORTH AMERICA: 
United States. — 17,746,168 17,746,168 60.40% Disa 810,250 
Canada.... 216,438 984,650 1,201,088 4.09% : 58,212 
Central America. . . 8,263 12,020 20,283 .07% “t 269 
Mexico. § 1,427 56,136 57,563 . 20% .4 3,098 
West Indies: 
, 530 64,686 65,216 .22% 8 3,102 
Porto Rico 841 12,533 13,374 05% 0 614 
Other W. I. Place 7,588 10,572 18,160 06% 1.3 285 
Other No. Am. Places* . 100 8,405 8,505 03% 2.4 484 





Total. 35,187 18,895,170 19,130,357 : ( 5 876,314 
SOUTH AMERIC A: 

Argentina — 204,463 204,463 10% Zz 15,427 
Bolivia* — 1,824 1,824 : t =— 
Brazil 32 104,577 105,209 39% fe 1,593 
i ; — r 36,860 ; , 5 1,696 
Colombia 50 : 18,875 , C 2 483 

Ecuador*.... : 1,691 d 4,518 , A 
Parasiay.......... 183 2: 413, ; t 0: —48 
= 13,229 05%. 2,229 
Uruguay.... ; — 4 26,915 864 
Venezuela. ; 612 ; 12,732 : C : 677 
2,708 2,708 - i 66 


22,987 








u 


TOA. Seas ; 5,876 j 427,746 
EUROPE: 

Austria ‘ 158,429 158,429 
Belgium 176,572 176,572 
Bulgaria..... 10,010 10,010 
& zechoslovakia . Be 128,956 - 128,956 
Denmark 13,253 307,856 321,109 
Finland.... — 98,556 98,556 
ae . : 818,971 — 818,971 
Germany ; 2,688,495 2,688,495 
Great Britain and No. Ireland... 1,511,585 - 1,511,585 
RIND See oc a as on : 6,328 : 6,328 
Hungary . _ 114,660 114,660 
Irish Free State (March 31, 1927) .. 23,830 23,830 
Italy (June 30, 1927).... — 433 
Jugo-Slavia 28,378 378 
Latvia (March 31, 1927). . 24,192 
Netherlands. . . 225,348 
Norway... 101,567% 
Poland. 74,153 
Portugal . ; : 3,000* 
Roumania. 
Russia® . . 
Spain.... 
Sweden.... 
Switzerland. . 
Other Places in Europe*. 53,709 


5,386 
17,500 
1,010 
8,408 


SrOownrw 


100, ‘479 
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Total... .. 7,099,437 981,205 8, 080, 642 

ASIA: 
British India (March 31, 1927).. 16,140 29,758 45,898 
China* 85,644 39,677 125,321 
Japan (March 31, 1927). 648,091 = 648,091 
Other Places in Asia*. . 90,946 18,275 109,221 





mal. co. s. 840,821 87,710 928,531 

AFRICA: 
Egypt. Baie 37,705 — 37,705 
Union of South Africat 88,680 88,680 
Other Places in Africa*...... 59,065 1,096 60,161 





i.) : 185,450 1,096 186,546 .63% . 16,098 
OCEANIA: 

Australia (June 30, 1926)... ‘ 403,616 — 403,616 7 40,667 
Dutch East Indies. . 39,355 3,544 42,899 1,936 
Hawaii —_— 19,648 19,648 ; 844 
New Zealand (March 31, 1927). 137,307 _ 137,307 ‘ ; : 4,428 
Philippine Islands. . ; 4,731 13,083 17,814 t 848 
Other Places in Oceania* . 2,774 550 3,324 , 2 292 


Stal «2. 5 587,783 36,825 624,608 2.13% 51,708 











TOTAL WORLD.. : 8,954,554 20, 423, 876 29,378,430 100 Y 1,484,677 


* Partly estimated. 

t+ March 31, 1927. 

t June 30, 1926. 

© Including Siberia and Associated Republics. 
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Telephone and Telegraph Wire of the World, by Countries 
January 1, 1927 


Miles of Telephone Wire Miles of Telegraph Wire (See Note) 


Service : 
Operated Per Cent Per Cent 
by Number of Total Per 100 Number of Total Per 100 
(See Note) of Miles World Population of Miles World Population 


NORTH AMERICA: 


United States eee asada eke rs 57,960,000 60.41% 50.0 2,020,000 30 09% 
Canada.... asso lens eb Ace oy PG. 3,306,214 3.45% od 305,933 4.56 ( 
Central America..................... P.G. 39,317 04% 0.6 21,205 31 
on SS re ee rere P.G. 130,265 13% 0.8 84,292 1.25% 
West Indies: ; 
MMM ile totr sos Gk RT aie se 6 Aid ERR P.G. 216,560 mee 6. 12231 18% 
Porto Rico. .. pS aula seex wobeas P.G. 27,745 .03% '. 1,072 02% 
Other W. I. Places* Seat eedts: severe vataeine P.G. 37,402 04% 0. 4,196 06% 
Other No. Am. Places*. BY Weieaih testo ate ler ot PG. 17,010 .02% 4 10,000 15% 


SON e 
Mwrent 


MOTORS oy 50:85 are 61,734,513 34% 38. 2,458,929 36.62% 


SOUTH AMERICA: 

ce een ara Agta aieess : 675,258 
| Ea eae ane ret i eae 5 3,589* 
i sey ERR aik ok Nees 270,617 
MM eles Gea y ob abaya et on aawe & 54,096 
Colombia OTe ants eich gah aan aa eee a 25,707 
Bouador...... pee SiaacigWitiasi ee aoad .G. 5,083* 
ee ee ae 6 .G. 138 
fo Beery phe asad Pend sic ; 39,433 

ORI 5 ies) say Storie 0) BSG a le ewe eb ew recec ese i 47,891 
Venezuela... . sere Seca ae ea bsea ans “ioe 31,808 
Other Places. ....... oleae ah il AB, . 4,751 


WEG 3s on 5 1,158,371 


203,502 3.03% 
7,150 11% 
102,362 52% 
45,342 68% 
18,973 286% 
4.555 07% 
03% 

18% 

10% 

09% 

01% 


CR ONION WR TRD 


507 .10% 


wml 


TROPE: 

re DAL Nie miners woe Ke x. 443,814 
Belgium ache. gte AE Paloma Gees 4 661,746 
Bulgaria. .... Tee SE ee ree rm 34,962 
Czechoslovakia. . SNe SIRI ee eee taheate x 258,900 
POCMIRGEE 5 5 5 ono-ssc 2 SUI g aap ailcaasees .G. 816,707 
Nie One a et wis se aah weakly: 0 E 120,343 
RINE tS ey AR x pes OA Ns bg fy 2,252,348 
Germany : ee fs 9,803,007 
Great Britain and No. Ire landt. sie 2 6,610,000 
Greece. . ees Gea hak Semoe te tes r. 10,169 
Hungary. Nts oroe z. 255,325 
Irish Free ‘State (March 31, Ses ells 3 74,981 
Italy (June 30, — Peta pen cet oe .G. 715,000 
Jugo-Slavia. Bt EM iee eee a 95,316 
Latvia (March 31, " 1927) Weis: bees oe ae 5 114,493 
Netherlands... AMGune aaneoe S z 470,000* 
Norway (June 30, ‘19 26). BA eehat .G. 480,474 
Rae SS atics fanans 7 473,450 

Portugal*. Sere eee Pecans dated wis aG.. 72,377 
Roumania Fare bee See Sas x 166,814 
Sots ase a ; 1,064,000 
250,000* 

1,020,912 

ESN ore hare iexes 585,737 

Other Place -sin E urope* Ra sed ae SAB OR > 156,295 


48,538 .12% 
25,901 38% 
12,477 19%, 
44,204 . 66° C 
9,011 .13% 
8,985 13% 
441,638 58% 
561,183 36% 
354,000 5.27% 
29,799 .44G% 
51,439 17% 
23,660 35% 
270,000 .02% 
54,940 ( 
5,439 
29,218 
25,034 
54,420 
20,000 
46,904 
413,800 
74,914 
54,970 
23,431 
14,295 


NWWDRKAWIONWUNBWNONBHUONAWULUHARUN 








OL an 27,007,170 .15% 5.2 2,698,200 

ASIA: 
British India (March 31, 1927)........ i 324,336 .34G% j 383,941 
China* RRR tats we ta a .G. 215,439 : i 05 85,000 
Japan (March 31, 1927) ; i. 2,166,771 : i Ss 183,478 
Other Places in AGIA... 2. og. cic awe Gi 252,384 26% 2 115,041 


sits 
eS whd 


w 


NALA oh coe Mi yO cake 2,958,930 08% ; 767,460 

AFRICA: 
Egypt. Perens nen A 4 147,653 .15% : 27,750 41% 
Union of ‘South Africat . Pe Pai Reis i x 332,108* aor : 49,042 713% 
Other Places in Africa*............... 5 119,438 .13% ¢ 127,147 90% 








AMERY aes ine aide hate yale 599,199 63% : 203,939 3.04% 
OCEANIA: 

Australia (June 30, 1926)............. x. 1,714,975 : , Bx 118,141 16% 
Dutch East Indies.......-........... Ge 189,315 20% % 20,597 31% 
Hawaii . Aen ihe ; 62,225 J C E 0 00% 
New Zealand ‘(March 31, 1927). nes ds ei 475,649 .49° \ 26,336 39% 
Philippine Islands... . ‘6 eebaees .G. 35,208 ‘ b Ld 9,694 14% 
Other Places in Oceania*.............. .G. 5,877 01% : 1,352 02% 





USP Go, 2c5y3 Accra ose rm ates ats 2,483,249 2.59% 3. 176,120 2.62% 


TOTAL WORLD. . «205500505 95,941,432 100.00% 5.1 6,714,155 100. 00% 


Note: Telegraph service is operated by Governments, except in the United States and Canada. In connection with telephone wire, P. indi- 
cates telephone service operated by private companies, G. by the Government, and P.G. by both private companies and Government. 

* Partly estimated. 

+ March 31, 1927. 

{| Including ‘Siberia and Associated Republics. 





ELECTRICAL COMMUNICATION 


Telephone Development of Large Cities 
January 1, 1927 


Estimated 
Population Number Telephones 
(City or Exchange ot per 100 


Country and City (or Exchange Area) Area) Telephones Population 


ARGENTINA: 
OAM Dy) eke Gad va wate Sa ae eae eee SS eR Ee eee 2,000,000 112,137 

AUSTRALIA: 
Adelaide... . 


Bre Ae Gres c 
Melbourne 944,000 80,301 


Sydney Estate ones posh eee oe eas Saree 1,071,000 94,812 
AUSTRIA Ganuary 1, 1926): 

Gratz. er Sere ele we ed eye eet Beek ace ee web eee 157,000 7,146 

Vi ienna. . Giese oka 1,919,000 98,226 


BELGIUM: 

Agtwerp.....5.... 

Lo 

Charleroi. . . 

Ghent.... 

Liege...... 

CANADA: 
SIMON Re ok Mist asa heaa 
Ottawa 
Toronto.... 

CHINA:* 

Canton 

Shanghai. 

Tientsin. Sea eaaeenew se EES 

PAMCaR erat eee N Patan aks 
CUBA: 

Havana. 

CZECHOSLOVAKIA: 

Prague. Yusha « eee ee ee ee ee 711,000 30,345 
DANZIG, FREE CITY OF Aas SECs RD TA RIR RACER ERE Cie ae a 376,000 17,010 
DENMARK: 

Copenhagen . 767,000 124,021 
FRANCE: 

SREMIIES G's cie oe.c.0rm sis’ 

Lille... : 

SOMME S rish iss ees serrate ata te ans a eae 

ie eR ore Reha Pavsardyetehn hss 


wn 


317,000 27,385 
274,000 20,122 


O10 


ON ope 


499,000 25,738 
903,000 61,267 
186,000 5,174 
268,000 7,379 
411,000 12,187 


WNNAW 
CHMHnmnnmnr 


848,000 150,681 
176,000 34,949 
640,000 163,744 


934,000 2,900 
1,575,000 25,731 
838,000 8,810 
1,350,000 42.000 


581,000 45,043 


256,000 12,700 
202,000 11,388 
571,000 21,266 
652,000 19,859 
2,87 1,000 284,261 


Pa 
G ERM: ANY: 
 cerulask aaiss oh Kura 
RONEN «x odo ptosis 
Breslau a 
EMME 12 6 isth o ids we ues ace 
ISPS Shs ke oe soe 
Dresden an ei 
Dusscidorf...........- 
Essen. 
Frankfort-on-Main. 
Hamburg-Altona.. . 
Hannover. . 
Leipzig ..... 
Magdeburg . 
Munich. 
Nurembureg . dis aesecele io 
: Stuttgart . REE Sh aes ee hae Eee eee EG nae siicetb oo 
GREAT BRITAIN AND NORTHERN IRELAND (March 31, 1927): 
Belfast De cater icun kee RST EU Ows Ngee ee ee ee Oe 419,000 12,944 
1,080,000 40,537 
128,000 3,831 
180,000 4,994 
317,000 15,793 
394,000 14,731 
Edinburgh 424,000 22,623 
Glasgow en eee a tas ane hae phrases Oacrcps che 1,130,000 48,178 
TU ORE NN ene Oe Ore ik ras aii panes Beier aieh tesa eaters brits 344,000 15,190 
487,000 17,872 
1,126,000 49,061 
7,480,000 532,066 
1,066,000 52,424 
463,000 16,733 
Nottingham... 296,000 12,643 
I ea Ae ee oe Po LA tec an oe woh o ex eiae Wis a SIG 212,000 5,150 
ES ee bern a eee Date et poe wun Pa ere Gsameek 496,000 15,740 
HUNGARY: 
Budapest . ee pee oe 
Szegedin. . F SRE seus wees 
IRISH FREE STATE (March . Bi: 1927): 
Dublin..... : PS tah eae ike nik ae at tore rte tae 410,000 13,325 
JAPAN (March 31, "1927): 
Robe......... Sistas SShowene Spare sere se TAC ees os 659,000 25,036 
Kyoto ; 717,000 29,107 
MIR 5. aa cee ee he ea eres Biase ee mio hse Si aaeeaee 835,000 24,980 
SRM es fa tacree iatad Wack Desa buen eer a anes ene Pope Susy eet 2,260,000 86,100 
Ne ee Oe NC kt elds hie RAK wea aS ERE Ae ee 2,143,000 125,649 
Yokohama 529,000 12,696 


LATVIA (March | 31, 1927): Sie 
| a DOES PR A pe Re eT TOE NS ET ee on Ee rr ee on 343,000 11,215 


4,064,000 428,949 
298,000 28,279 
563,000 37,903 
335,000 23,813 
707,000 58,837 
625,000 52,737 
437,000 38,272 
476,000 24,751 
473,000 51,859 

1,278,000 143,755 
427,000 31,698 
686,000 59,155 
297,000 19,136 
700,000 63,798 
471,000 31,668 
345,000 36,331 


NRO RWeR BUD 


— 


We PARE 


Birmingham 
Blackburn. . 
Bolton. . 
Bradford 
Bristol.... 


Leeds. . 
Liverpool . 
London. ‘ 
Manchester 
Newcastle . . 


BNP WE AE WR RO Ut Hw 
RWPWACH PU RWWrIOe Se 


985,000 49,120 
126,000 2,359 


eu 


w 


NUN W Oa ew 


n~ 


* Partly estimated. 





ELECTRICAL COMMUNICATION 


Telephone Development of Large Cities—(Concluded) 
January 1, 1927 


Estimated 
Population Number Telephones 


(City or Exchange oO per 100 
Country and City (or Exchange Area) Area) Telephones Population 


NETHERLANDS: 
NE ra Br GH AE reese Shas Huns aS boHMrw on ves 727,000 39,804 
The Hague. erate a Rate Wa ss WSR e EGE LAGE ee REA 409,000 31,036 
563,000 33,833 


Rotterdam . pea ta on Rely a oul ae eas eee 
NEW ZEALAND (March 31, 1927): 

eee 202,000 15,957 

122,000 10,290 


Auckland. 


_ 


Christchurch , foie ti nen eter enters srieereerieers nes 
3 Wellington. le A eataeNrain eases Bie nce Cress es Ie Age ES 127,000 15,997 
NORWAY (June 30, 1926): 


Oslo 
PHILIPPINE ISLANDS: 


an 


252,000 40,872 


w 


332,000 12,689 


w 


1,029,000 38,487 
800,000 12,532 


tk ger tee ari ete, Sik ree Sons pb ate eee eae eka wi awn eRe SESS 175,000 1,625 
NIN eae PN hia rus Gare nta lore ie a auaehia ale Gag odes aN INTE 410,000 5,040 
Leningrad 1,616,000 47,150 

2,019,000 54,936 
411,000 3,200 


MUTE oceans ales ore ae a a alah cha DOR ons aie hol noes Wien lab alelelaeed o> 
SIA: 


SPINES ot BE EE RO Oe Rot aso do Oh ne io eS Ee ee, ad 8 753,000 19,758 
BEATE sg vos Yael Meta cesik are Nee! S700k GONE ERG Oe aio So FE ae OE CR ERS ES 800,000 19,432 
RNR ibe Pe Ncrargece erie tae tactile coasted Rivientoraratala Mel nniaten Raia RS MUO is Soe ewIE NA 214,000 1,861 
EEE gt yo ale ate Vegi eed Bako dc Ow i Wisco Se ene UNO 265,000 3,939 
SWEDEN: 
Goteborg... ee ara HOCR re MA Re eo eet ade as a vata aid Larosa aE AIR anlage ae 231,000 29,913 
Malmo. sie lebiip eles awa Seperate 117,000 15,416 
Stockholm (excluding Bromma and ‘Brannkyrka). . site cagiteee Be be 389,000 111,487 
SWITZERLAND: 


MWORA CYONS A YU & KH ARO San 


rONN CONNRO 


yee 
CO we We 
NNO 


140,000 15,262 
Berne.. Pee ie Cas rule haere er Startpage Mere Se1G vice he ob Oak SEA Gees G/N Hin doa See 108,000 12,482 
Geneva. DUNC an Me RMe eaten tic ovaceteles thas Sirens Gissieys SON eee abo eee 126,000 16,084 
rich. Rr arene 00s Waaeerce ce vices Heap a cin parE PN AY Da Toa ong preip MCR 211,000 26,987 
UNITED STATES: st 
New York.. ‘i SR OLE eae athe ae Rao tenes cratic antainen Sas aig afeile Leetonia 5,942,000 1,502,376 
Chicago. . Pa Tahs lar eit iat Sis ae fens ba Sid aye She Rewer bape ayes ares a ara Ress 3,120,000 848,017 
Los Angeles. ep eles 1,210,000 307,471 
Total of the 8 cities with ‘over 1,000, 000 ‘population. . Lean tata tie Ritalid ae inicaviese 17,754,000 4,105,693 


mR WORO 


PES es eet RAH nse nermesice same veaeee heres 721,000 229,935 
en 664,000 145,707 


Cincinnati. . ee hk ine Cette ar cae gt ito OS WA uae asg wiih bn mmler id 
ages 639,000 129,151 


Milwaukee . Wats sna tiveuts 
Total of the 10 cities with 500, 000-1, 000, 000 ‘population. SRE es 6,717,000 1,286,054 


RNS 


RINE Soc nin Seb gabe ros Si ies Meni es Sa ie yee Saad 496,000 139,032 
HE aarc tated amici cssiatt ahaa aS oe 470,000 119,666 
Portland, oom ota glare tits nana aiatk iem shouted ogee tie. acy oe PG a ae ahd 355,000 90,161 
Omaha.. SPN eerie Wiebe Ese ere SESE ig rea neene Sear one SSO A Sire ter am ATS 230,000 62,169 
Total of the 30 cities with 200,000-500,000 population............... 8,882,000 


nu 
HPUS 


1,797,362 


a w& 


Total of the 48 cities with over 200,000 population.................. 33,353,000 7,189,109 


* Partly estimated. 
+ There are shown, for purposes of comparison with cities in other countries, the total development of all cities in the United States in certain 


population groups and ‘the development of certain representative cities within each of such groups. 
Telephone Development of Large and Small Communities 
January 1, 1927 


Number of Telephones Telephones per 100 Population 
Service In Communities In Communities In Communities In Communities 
Operated of 50,000 of less than of 50,000 of less than 
y Population 50,000 Population 50,000 
Country (See Note) and Over Population and Over Population 


Austria pee? as ee G. 112,664 40,379 Se 9 
TN OM oiesa ie Qe Sb eAsdeR Ns 45,830 


Belgium.. 130,742 
565,496 635,592 


52,966 75,990 
140,525 180,584 
476,000 342,971 

1,640,863 1,047,632 
1,110,742 432,049 
426,679 221,412 
145,685 79,663 

49,634 87,673 

57,396 118,104 

70,344 61,607 
169,229 281,417 

Switzerland.. 88,239 122,247 
United States. . 9,306,289 8,439,879 


Note: P. indicates sibiailiaags service operated by private companies, G. by the Government, and P.G. by both private companies and the 


Government. ; f 
* March 31, 1927. 4 The majority of this development is due to Stockholm. 


> 


NS 
= 
ANIOUnoareo 


0 
959 


Pr en er ee eet or re 
NM oes 55 8 say ere Taree 550.5 .osdiulatSuhsein soar pia 


y 
© 


Great Britain and No. Ireland*............... 
Japan (March 31, 1927).. role ate ayehis 
Netherlands. 

New Zealand (March 3 31, + 1927). 


Cadwun 
=a 


‘Oy 
DaPOnnng; 
Suk 


ONE 
Pi thele tallbeiaiaeviagibbease 


COPRNOARUOPHEOANS 


| 
. 
ye 
om 
an 
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Telephone Conversations and Telegrams 


Year 1926 
Per Cent of 
Total Wire Wire Communications 
Total Number Communications Per Capita 
Number of of Wire Telephone Telephone 
Telephone Number of Communica- Conver- Conver- 

Country Conversations Telegrams tions sations Telegrams sations Telegrams Total 
PSNEME 5c 6st sicsien seen 326,439,000 18,334,000 344,773,000 94.7 5.3 54.5 Soa 57.6 
rs errs 428,547,000 4,016,000 432,563,000 99.1 0.9 63.2 0.6 63.8 
Belgium . alee a ire sie 158,144,000 5,700,000 163,844,000 96.5 3.5 20.2 0.7 20.9 
Canada.... Sa eae a in 1,844,000,000 13,219,000 1,857,219,000 99.3 0.7 195.1 1.4 196.5 
Czechoslov: akia. cae S abs 218,591,000 5,043,000 223,634,000 97.7 2:3 15.3 0.3 15.6 
SED SS xt ss seg as rane o 473,752,000 2,237,000 475,989,000 99.5 0.5 137.0 0.6 137.6 
PEO ai ses ona hes ks ks 687,243,000 54,606,000 741,849,000 92.6 7.4 16.9 | 18.2 
Germany . : 2,052,351,000 36,324,000 2,088,675,000 98.3 aa o2:2 0.6 32.8 
Gt. Britain and No. Irelz and. 1,217,105,000 57,984,000 1,275,089,000 95.5 4.5 26.9 75 28.2 
EOD crak os 6 ye wig & ric fone 118,264,000 5,062,000 123,326,000 95.9 4.1 14.1 0.6 14.7 
Japan. Fakes oy keer 2,283,509,000 60,891,000 2,344,400,000 97.4 2.6 37.9 1.0 38.9 
Netherlands. pbk ea ween 412,843,000 5,455,000 418,298,000 98.7 3 55.3 0.7 56.0 
Norway . Sie tle ia rae 290,355,000 3,788,000 294,143,000 98.7 1.3 104.5 1.4 105.9 
Sweden. . poate usih wis eh eee 664,483,000 3,946,000 668,429,000 99.4 0.6 109.6 0.6 110.2 
RESUME os oo'5-5 bs ce eee 163,110,000 2,942,000 166,052,000 98.2 1.8 41.3 0.8 42.1 
United States............ 23,700,000,000 215,000,000 23,915,000,000 99.1 0.9 205.4 io 207.3 


Note: Telephone conversations include local and toll or long distance conversations. Number of telephone conversations in the United States 
includes completed messages only. 


Statistics of Bell Telephone System in United States 









Jan. 1, Jan. 1, Jan. 1, Jan. 1, Jan. 1, Increase 
911 1921 1926 1927 1928 during 1927 
NUMBER OF TELEPHONES: 
Bell Companies: 
Telephones (Manual = si pig pth cee piss eer 3,933,056 8,176,884 10,538,935 10,841,130 11,175,886 334,756 
Telephones (Dial Service) . Pe waawws os 0 157,095 1,496,289 1,975,122 2,550,170 575,048 
Total Bell Companies... .. kien 3,933,056 8,333,979 12,035,224 12,816,252 13,726,056 909,804 
Bell Connecting Companies and Lines*..... 1,949,663 4,267,956 4,685,000 4,758,000 4,639,430 —118,570 
Total. pees 5,882,719 12,601,935 16,720,224 17,574,252 18,365,486 791,234 
NUMBER OF “CENTRAL ‘OFFICES Ss 4,933 5,702 6,017 5,998 6,115 117 
MILES OF POLE LINES. Penne 282,877 358,091 386,064 385,882 392,514 6,633 
MILES OF EXCHANGE WIRE: 
Wire in Underground Cable.............. 5,630,851 14,384,135 28,425,392 31,845,228 35,161,956 3,316,728 
Pe Bie PTE GONE a 5 oon os cc cose sscuins 2,800,000 5,586,531 9,462,213 10,785,029 12,121,584 1,336,555 
TE atc esa cokes suus Ns ak mG sees 1,247,367 1,633,802 1,953,235 1,933,977 1,995,839 61,862 
Total Exchange Wire.............. 9,678,218 21,604,468 39,840,840 44,564,234 49,279,379 4,715,145 
MILES OF TOLL WIRE: 
Wire in Underground Cable.............. 386,088 1,363,398 2,057,196 2,323,368 2,725,045 401,677 
fe" err aa 70,000 299,385 1,209,332 1,543,358 2,321,857 778,499 
Open Wire Sicles tote is idien sr to oo 1,507,906 2,110,153 2,366,172 2,430,190 2,496,614 66,424 
Total Toll Wire. : meeees 1,963,994 3,772,936 5,632,700 6,296,916 7,543,516 1,246,600 
TOTAL MILES OF WIR E. : 11,642,212 25,377,404 45,473,540 50,861,150 56,822,895 5,961,745 
AVERAGE DAILY TELEPHONE CON- 
VERSATIONS: ¢ 
Exchange Conversations................- 21,681,471 31,835,353 46,702,307 49,979,855 52,581,234 2,601,379 
Toll Conversations. caw eRe oleae 602,539 1,327,247 2,098,163 2,374,979 2,614,443 239,464 
Total Conversation: Soceesssesacs eee 33,162,600 48,800,470 52,354,834 55,195,677 2,840,843 
NUMBER OF EMPLOYEES............. 120,311 231,316 293,095 300,628 308,911 8,283 


* These are telephones of companies and rural lines which have arrangements with the Bell Companies for the interchange of toll messages, 
comprising on January 1, 1928, 8,892 companies and 30,416 rurallines. All other statistics in the table exclude data for these connecting companies 


and rural lines. 
+ For preceding calendar year. 








